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INTRODUCTION 



The process of determining the most effective utilization of^school 
buildings is difficult. The process is confused by a great number of 
concerns. The purpose of this report is to attempt to clarify some of 
these problems. Hopefully it will better enable decision-makers to render 
solid decisions concerning the allocation of building space. 

Briefly stated, the effective utilization of buildings is determined 
by four separate things : 

1. First, how much room do we actually have now and how is it being 
used? In this report we will be adding up the total square feet of build- 
ing space we have in the district and stating how it is being currently 
used. This information has been provided by measuring teams that visited 
each school last year, measuring the dimensions of every room and noting 

its usage. This variable will be called " Existing Building Space and Usage ." 

2. Second, we need to know how much of this space could be potentially 
used. How many people could it serve? Or, in other words, we need to know 
its capacity . For each school building we will be stating its capacity for 
a variety of functions. We will be stating, for example, how many people 
from the community the schools could hold on a short term basis if a 
natural disaster should strike. Or, another capacity figure will concern 
how many additional students a particular school could hold if a neighboring 
school was destroyed or damaged by fire. This information will be called 
" Capacity Figures ." | 

3. Third, we need information on the current numbers of students 

and staff enrolled at each school. Such information will tell: us how much : 
existing facilities are being used. When combined with knowledge of Available 



space, it will also tell us how much room exists at each school for 
each student enrolled there. With such information we will be able to 
compare schools to each other. Does one school, for example, have more 
room for its students than another school? If so, then how much? This 
will enable us to rank schools from those having the most room per student 
to those schools having the least room. We will also be able to compare 
the numbers of students actually enrolled at each school to each school's 
capacity. This comparison will show which schools are being under -utilized. 

4. The fourth concern affecting utilization of buildings has to do 
with unique or special considerations. These considerations deal with 
such concerns as ufiusual staffing restrictions or opportunities at parti- 
cular schools, unusual architectural problems with some buildings, special 
space requirements needed for new teaching methods, and so on. These 
considerations are very individual and can only be dealt with on an indivi- 
dual basis. Therefore, this report will not address itself to such building 
specific issues as it is impossible to fully anticipate or plan for them. 

The report, then, is divided into three main parts and a summary. 
The parts represent the first three of the variables listed above: Existing 
Building Space and Usage, Capacity Figures, and Current Enrollment. The 
summary section ties together the first three parts and presents the 
comparisons between schools that have been made possible by them. 

Past decisions on the allocation of building space took into 
consideration many of the variables described above but did so on a 
relatively hit and miss basis. This often acted to increace the time and 
energy required to make decisions. It also Increased the possibility of 
error or unfair space allocations being made due to the individual manner 
in which each building was examined. This report should help with these 
problems. Referring to a clear, objective data base which states plainly 
the amount of existing room and its utilization can significantly reduce 
the degree of uncertainty , the possibility of error, and time-lags in 
making decisions . 

The Division of Research, Development, and Evaluation hopes that this 
report will clarify and bring into focus the difficult problem of achieving 
a fair distribution of school resources throughout the District. Such a 
distribution is basic to attaining an optimum and equal learning environment 



for all the District's school children. In the future, and given the 
resources, the Division will continue to update the data provided in this 
document to assure timely and current information. Data input and checking 
procedures are now being designed. Most importantly, however, updating 
will provide the chance to study changes that will occur over a period of 
time from school to schools Time studies of this type will allow . 
administrators and decision-makers to quickly identify developing problem 
areas so that corrective measures can be made before the problem gets 
serious. Such research will also aid in the development of the District's 
long range plans for dealing with shifting population patterns. The 
studies will act to highlight such shifts as they are occuring and as they 
place differing demands on our existing facilities. 

Larry ^ W Barber V ; ': 
Assis tant Superintendent 

Report Prepared By: 
Douglas M. Parrish 

With the Assistance of: 

Diane Welch, Charlotte Kimball, and Celeste pe Lay 
Research, Development, and Evaluation 
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Existing Building Space and Lfsa^e 

Space and usage are described in this part by their designated use 
and size in square feet of floor space* The categories describing use 
(boiler room, gymnasium, health rooms , etc. ) are intended to be exhaustive 
of all types of use and non-overlapping. Dimensions for the computation of 
floor space and information on the use of space was collected. and verified 
during the 1974-75 school year. 

Two major distinctions are made in! terms of classifying space: firstp 
that space which is not directly connected to the primary education of 
children, such space will be referred to as Ancillary Space ; and second 
that space which is directly used for the education of students, or Prima ry^ 
Educational' Space . i 

Ancillary Space covers a wide variety of uses-- from, boiler rooms to : 
administrative offices. To help reduce the range of uses that are so 
broadly lumped together. Ancillary Space , has been further divided into three 
sub-divisions. First is Maintenance Ancillary Space . It refers to floor 
space which is used for maintaining or servicing a building's physical 
aspects. Such space is highly disconnected from the actual function of ; 
directly educating. Second is Support Ancillary Space . . It is space that 
serves the I staff or provides a non-educating, in the formal sense of the 
word', function to students, e.g. , cafeteria, dressing rooms, etc. It also 
includes space that is used to support educational functions. The third 
and final category is Educational Ancillary Space . Such space is connected 
to the education of students but is not of a primary or basic nature. This 
space includes such areas as auditoriums, theatres, audio-visual centers, 
etc. 

Primary Educational Space refers to rooms used for the direct education 
of students. The only divisions made are concerned with the type of 
instruction being given. The only exception to this rule concerns small 
classrooms. Any classroom that is 500 sq. ft. or less in space is not j 
classified as Primary Educational Space. Instead, it has been classified 
as Ancillary Space because of its iize limitations and the resulting 
staffing problems. 

The following is a complete listing of all the categories used to 
define room space in this report. 



TABLE I: 
ROOM-USE CLASSIFICATION SYSTEM 



ANCILLARY 


SPACE 


A 


Maintenance Ancillary Space 




1* 


Boiler Rooms, Heating Facilities ^ 




2. 


Maintenance Offices 




3. 


Rest rooms , Lavatories 




4. 


Hallways, Entryways ; v 




5. 


Stairways , Stairwells 


B. 


Support Ancillary Space 




: 1. 


Cafeteria (student's,: faculty or multipurpose) 


■ i ■ ■. . ■ ' 


2. 


Snackbar 


.i ■ . ' 1 


3. 


Kitchen and Food Preparation Areas 




4. 


Storage and Supply (all) 




5. 


Ticket Offices 




6. 


Dressing Rooms (for Theatre, Choral , etc.) 




7. 


Locker Rooms and Shower Spaces 




8. 


Administrative Offices (all) 






(includes Counselling and Guf dance space equal 






'to or less than 209 sq. ft. in size) 




9. 


Faculty work rooms. Faculty planning spaces 




10. 


Faculty Lounges ^ 




11. 


Health Rooms and Nurses Offices 


c. 


Educational Ancillary Space 




1. 


Gymnasium and Athletic Rooms (all, and bleachers) 




2. 


Auditorium and Balcony 




3. 


Theatre 




4. 


Instructional Materials Center 




5, 


Stage 




6. 


Library, check-out counter ^ 




?• 


Audio-Visual Center, Broadcasting, Projection Booth 




8. 


Student Offices 






(includes school store, student government. 






student yearbook, dark rooms, student paper etc.) 




9. 


Counselling and Guidance Centers 




10. 


Student Lounge 




11. 


Use Unknown Ancillary Space ^ 




12. 


Small Primary Educational Space 






(educational space 500 sq. ft; or less) i 



■ TABLE 1: , ROOM-USE CLASSIFICATION SYSTEM (continued) 



. PRIMARY EDUCATIONAL SPACE 


1. 


Gereral Classroom 


2. 


Educational Laboratories 




Reading 




Language 




Science 




Other — 


3. 


Lecture Rooms 


4. 


Home Economics 


5. 


Industrial Arts 




Automotive 




Metal Works 




Industrial Mechanics 




Woodworking, Construction 




Electricity, Electronics 




Drafting, Mechanical Drawing 




Forestry 


6. 


Student Rooms 




Play Rooms . Student Work Rooms 




Quiet Rooms Reading Rooms 




Activity Rooms Listening Rooms 




Study Rooms Large-Group Rooms 


7. 


Special Education Rooms 




Deaf Trainable Mentally 




Emotionally Handicapped Retarded 




Educable Mentally Retarded Speech Therapy 




Children's Hospital 


8. 


Music, Ensemble, Instruments, etc. 


9. 


Other Classroom 



In Identifying the primary use of rooms several! guidelines were utilized 
that should be noted: 

a) All rocttns used for storage or supply, be they book storage, kitchen 
food stuffs, athletic equipment, etc., were classified under Storage 
and Supply in Support Ancillary Space. 

b) Multi-Purpose Rooms that, as one of their uses, are used as 
cafeterias were classified under Cafeteria . 



c) Counselling and Guidance offices that can accommodate 7 or more 
people (210,00 sq. ft. or greater) were classified as Counselling : 
Centers under Educational Ancillary Space. If ^such offices were 
smaller than 210.00 sq. ft. , they were classified as Administrative 
Offices under Support Ancillary Space. 

d) In general most spaces originally listed as ''planning areas" and 
"work spaces" were classified as Faculty Work Rooms or Faculty 
Planning Spaces under Support Ancillary Space unless they were 
clearly administrative. 

In computing the square footage of space in each room a number of 
additional guidelines were employed: 

a) The overall dimensions of each room were taken. 
■ bV Based on "a", the total square footage was calculated for each room. 

c) Subtracted from this total were the dimensions of any permanent 

; * / structures or "built-ins" in the room, i.e. , shelves , sinks, closets, 
permanent work desks, etc. These are listed as deletions. 

d) The remaining total is treated as the real or actual amount of 
available floor space. It is this total that is used in this report. 

e) The square footage of space contributed by portable classrooms or 
structures is identified separately in the columns (see page 12 for 
an example) but not in the sub-totals or totals for either 
Ancillary Space or Primary Educational Space. 



The following section. Table 2, is a detailed listing by each school of 
current available space and its usage. Elementary Schools are presented 
first, followed by Junior High and then Senior High Schools. For each • ; 
three levels separate summaries are provided along with a grand summary 
for all levels . 




TABLE 2; BUILDING SPACE BY USAGE AND SQUARE FEET. 



Elementary Schools 
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SCHOOL: Adams Elementary 



ANCILLARY 


SPACE ; 


Sq. Feet 


A. 


Maintenance Ancillary Space 






K 


Boiler Room, Heating/ Cooling Facilities. • 

BOILR 


224.96 




2. 
■ • 


Maintenance Offices/ Rooms • • • • • • 

MAINT 






3. 


Res trooms , Lavatories. - - - - • . • 

RESTR' ^ ■ 


930.47 




^• 




7,416.91 




XHALL 






■ 5; 


Stairways^ Stairwells. 

■;■ STAIR-v,:;/.'^'/;' , , 

Sub Total 8,572.34 






Support Ancillary Space 

1 • Cafeteria (student/ faculty) - - . - . . . 

■■^■CAFET ■ ■■ ■ ■ 


1,944.30 




2. 


Snackbar. • 

: SNKBR 






3. 


Kitchen and Food Prep 

KITCH 


274.46 




^• 




170.70 




■■;nurse'' ■ . 






5. 


Storage and Supply (all) * ...... . . . . . . . • • • • • • • • • 

: I'strge;-;. 


(P) 566.95* 
627.73 




6. 


Ticket Of f ices • • 

..'tikof ■ 






7. 


Dressing Rooms for Theatre, Choral, Stage, etc.... 

■.DRESR .;■ 






8. 


Locker Rooms and Shower Spaces. ..... . . . . ... . . . ... . . . 

Boy's — BLKRM 
Girls — GLKRM 






. 9. 


Administrative Offices (all) ................. . . . . . . 

(Includes also Counselor 6c Guidance 
Offices 209 sq. ft. or less in size) 


598.69 



* Portable space. All further entries denoted in the same manner refer to 
portable space. 

ERIC ■^^^■^■-r'-vOv'V.-::^--^'-':V^^, 



SCHOOl. : Adams Elementary (Continu ed) 
AN(:lI.IJ\KY Sl*A(:i:: U:i>nLiniieiI' 



10. Faciil L V Loungf. . . . . . . . . . • • • • • • • • • • • • ' 

••" ' KACLC; : 

1 1 . i F;irullv Work Rooms, l> I ahni ng Spaces . , 
' FAWKK : : 

Sub ToLal 



4,723v08 



Sq, Feet 



301.06 
239.19 



C. Kduvational Aiu Li lary Spac'- 

i. Gymiiasiiiiu and ail Atliletic Rooms and Bleachers.. 
Boys--B(;YP^ 
Ci rl 's'-CGYMN 



2,921.76 



Aud i f < ^r i uiu yind B.i icony . . . . . . - . • . • • . • • ..•••< 

, AUDkM,'_,- ■ : . , ■ ■ 

3 • 1 h oa 1. 1* a m » » • • . «.••. .• .•• • * • • • ...•.•...< 

• •;:;niETR ■ ■ ■ 

^ . Mull i- Purpose Rooms . . . . . ......... ^ . . . - . . . • . . 

' '■ . • m.Tip;; . 

5 . Inst rue t iona L Ma tor i a I s v; 'or Learning : 

Gonter or LoarniiiK J<t-J^i-'iH"x.>* Center......,.,....., 

xxiMc^'.: ■ ■ : ^ 

o. stage; ........... . . . . . .•*.•• • • • . • • • . . . • • 

. STAGE::,; ; 

7, Library, Check-out. Goiinter. . . . . . - 

LIBRY 

.^udio-Vi sual Center, iiroadcas ting, Pro jection ; 
: Boo th, - etc. . . • . . . • . . . . • • * * . • . • • • . • • • • • • • • < 

. ■ . AVCTR,- " ; ■ _ 

9. Student 1)1 fices. Inciudes such rooms as School 
Store/ Student Government Student Yearbook, 
. Darkrooms, Student Paper , etc. ................ ^ 

10. Counselling and Guidance Centers. (01' flees over 
209 sq. ft. in size) , .................... . . 

COCTR' ; ■ 

1 1 . Student Lounge . ... . .. 

STULG : 

12. Small Primary Educational. Space (any education 
space 500 sq. ft. or less in size)*.,. 

SEEDS ; 



1.744.61 



1,231.09 



112,57 



*This space would normally be clas.sified as Primary Educational Space 
but due to its small size of 500 sq. ft. or .less is instead classified 
as Ancillary Space. 



saiOOL: Adams El ementai'^ (Continued) 




ANCILLARY SPACK (:Continued) 


Sq. Feet \ 


13. Use Unknovm Ancillary Space. • . . . . . . . • • . . • • • • • • .... . - 

: UNKAN . " , 

Sub Total 6,010,03 








TOTAL ANCILLARY SPACE 


19,305.45 






PRIMARY EDUCATIONAL SPACE* 


Sq. Feet 


1. General Classroom •••• 

GENCL 

2. Educational Laboratories 

^ Reading L3bora to ry • • • • . • . ... • • . . . * . 

■.RDLAB..,-. ■', — . ! ..: 

Language Laboratory. • 

. .. ■ ;lalab;, ' 

Science Laboratory. 

i: ■ SCLAB^V: 

"Other'* Laboratory .-. 

OTLAB" ■ 


17,400.53 


LECRM 

A . Horne Economi cs ...... . . ..... . . • • • • • . . ................ 

HECON 

!). Industrial Arts 

Me ta 1 Works ..... ... . . ........ . . .. .. . .. .. ..* 

IMETAL' ■ r,-" [ : 

Industrial Mechanics. .......................... . 

. ■MECHx;', 

"V Woodworking, Construction 

WODCO 

Electricity, Electronics. 

ELECT ■ . •, ■ 

Drafting, Mechanical Drawing. .................. . 

DRAFT 



♦All space is greater than 500 sq. ft. in size. 
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SCHOOL: Adams Elementary (CoiUiniied) ; 
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I'HiMAHY f-DUc:ATIONAl «^pA(:h (Coiui niied ) 



■ Industrial Arts (Continued) 



Automotive 
AUTOM - 




Ancillary Space 

1. Maintenance Ancillary Space 

2. Support Ancillary Space 

3. Educational Ancillary Space_ 



Ancillary Sub Total 
Primary Educational Space 




8,572.34 
4,723.08 
6,010.03 
19,305.45 
17,400.53 



SaiOUL: ; Awbrcy Park Lilementary 



ANCILLARY 


srAi:i:; , ■ ': ' 


Sq- Feet 


A. Maintenance Ancillary Space 




- 1. 


floiler Room, Heating/ Cooling Facilities. . . . - 

HOILK 




• 


Ma in L enance Offices/ Rooms • • • . 

MAtNT ; 


(?) 35.63 
619.86 




Rest rooms. Lavatories. . . . . • 

KKSTR 


1,308.35 




Ha 1 1 ways , Entryways. - . - 

■ Xl-LALL . 


4,937.5.9 


5.- 


Stai rways , Stairwells . - 

STAIRS 

Sub Total 8,697.73 


146.30 


B. Support Ancillary Space 




1. . 


Ca f eteria (student/ faculty) . . . » . . . . . . - . . . . - . . 

■CAFET 


2,312. 10 


2. 


Snack ba r. .. ...... • • - . ••• .. • • 

SNKBR 






Ki tchen and Food Prep « • 

KITCH 

Health and Nurse's Office..../:... 

nurse" 


\, 602.64 
195.69 


.. 5.- 


Storage and Supply (all)........-....-.-.... 

.STRGE ■ ; 


1,413.21 


• b. 


Ti ck e t Of fices - • - 

;.TIKOF ■ ' , 




• ■■■■■7. 


Dress^ing Rooms for Iheatre, Clioral, Stage, etc-.... 
• DRESR- 




V ' 


Locker Rooms and Shower Spaces . . 
Boy's — BLKRM 
: Girls — GLKRM 


7.10 




Administrative Offices (all) . ... . . ......... . . . • . . - . 

(Includes also Counselor & Guidance 
Offices 209 sq. ft. or less in size) / 


1,128-1 



SCHiJOi.: Awbrcy ' Park KLeme nLary (CoiiLinued) 



j i .1 K/ivuUy Work Rooms, l-Tanning Spaces.. 
FAWKR ■ • 

Sub Total 



9,067-15 



C. KdmaLional Aticillarv Space 



1. 



3. 



1 . 
8. 



10, 



U. 



12. 



Gymnasium and all Athletic Rooms and Bleachers... 

BQys--BGY^tN 

Gi;rrs--GGYMN 

Aiid i t or ium and Ba 1 cony . 

AUDKM 

Then L re. . • • 

Mill Li - Purpose Rooms . . . • 

IhsLructional Materials Genter or Learning 
Gen t er or Learning Resource Cen t er . . . . . . . . ... . . . • 

.;.xxi,Mc; 

Stage • .... .... . . • .• • • •• • ••• • • ••• • • ' 

STAGE 

Li bra ry , Check-out Goun t er . . . . 

LIBRY 

Audio-Visual Genier, Broadcasting, Projection 

Booth,etc. 

AVCTR 

Student Offices. Includes such rooms as School 
Store, Student Government, Student Yearbook, 
Da rk rooms , Student Paper , etc ..... . .■. . 

Counselling and Guidance Centers. (Offices over 
209 sq. ft. in size). ... ••• • ••• •••• ••• • 

■COCTR.. : 

S t uden t Lounge 

STULG 



Small Primary Educational Space (any education 
space 500 sq. ft. or less in size)*. . . ... . . ... . 

SPEDS 



Sq. Feet 



673.12 
2,735.19 



3,675.84 



853.72 



1,211.89 



889.30 



345.07 



EKLC 



*This space would normally be classified as Primary Educational Space 
but due to its small size of 500 sq. ft. or less is insteadclassified 
as Ancillary Space. 



SCHOOL- Awbrey Paric: elementary (Continued) 


ANCILI-AKV SPACK (CouLinued) 


Sq. Eeet , 


. t 5 • US t un Known /\nLiii.ciry opai-L-. • • • • • • •, • • • • • • • • • • • 

: ; Sub Total : 6,975.82 








TOTAr ANCIIJj\RY SPACE 


24,740.70 






PKRUVRY KDU CAT iONAL SPACE* 


Sq. Feet 


1. Genera 1 Classroom, • 

■ GENCL 

2. Educational Laboratories 

Reading Laboratory. • 

KuiAb, ■■: 

Language Laboratory.,. - 
Science Laboratory • • • • 

■ .SCLAB', 


(P)l, 174.50 
21,875.05 


OTLAB 

.5 . LfC tu re Rooms . • • . • i 

■ ■■' ■ 'lecrm ■ ■ 

A. Home Economics 

■ . . ■ ■■■■■ liECON 

V. Industrial Arts 

Metal Works*«.o>* •-• •••• 

■metalv' 

Indus trial Mechanics ...... • 

, :MEaix .V ■ 

Woodworking, Cons t ruction - 
WODCO 

Electricity, Electronics. • 

, ELECT 

Dra f ting, Mechanical Drawing. .................. . 

DRAFT ; 



*A11 space is greater than 500 sq. ft. in size. 



SQIOOI/: Awhrey lS'.irk 1-: Lonien ta ry (Coiuinued) 



PRIMARY EDUD\T10NAL SPACE (Coiuinued) 


Sq. Feet 


Industrial Arts (Continued) ; 




Automotive, . . . • ......... '» .... 

^ ■ ... , AUTOM'' ., ^ 




Fo res t ry . . ... . . . . .... .................. i .... . . • • • • • • • 

\ fFORET' ;■. 




6. Student Rooms (includes play rooms, quiet rooms, 
activity rooms ,s tudy rooms , work rooms, 
reading rooms, listening rooms, large group 
rooms,, etc*)....*..........*. ..:.•>.. 

STURM ♦ 




?• Special Education Rooms 




■ DHAFX"' 




Emotionally Handicapped. . . . 

, EMOllA^ 


' ' . . ■ ■ • . ■ " ■ 


Educable Mentally Retarded. . . . . ... . . . . . . ... . . . . - 

.: ; • 'edljmr.. 




Trainable Mentally Retarded..................... 

■ TRAMR ,.■ 




Children ' s Hospital. ........... 

CHOSP --'"\ 


■ 


8. Music, Ensemble, Instruments.... 

MUSIC 




9. Other Classrooms...................... 

OTliCL . 




TOTAL PRIMARY EDUCATIONAL SPACE 


23,049.55 







■ . all'space 


Sqi Feet 


Ancillary Space 
-'>■[ 1. Maintenance Ancillary Space 
: ; 2. Support Ancillary Space 

3. Educational lAncillaryi Space 
Ancillary Sub Total 
Primary Educa tional Space 


8,697.73". * 
9,067715"^ 
6,975.82 
24,740.70 
23,049.55 


• ; ^ GRAND TOTAL 


47,790.25 



SQIOOL 



bai ley Hi II Elementary 



: ANC1LL;\KY 


^SPAClv';'' 


Sq. Feet 


A. Maintenance Ancillary Space 




I. 




326.94 


HOILR ^ , 




2. 


Maintenance 0 f f ices / Rooms • • • • 

MAIN! 




' 3. 


K(»s t. rooms , Lava tories . ... 

'■. RKSTR. : 


1,022.60 


' 6.' 


Hal Iways, Entryways. ............. 

' 'xiiALL'.' , ■ 


1,720.38 


''3..' 


Stai rways ^ S tairwel 1 s . ... . - ... . ... . . - ... . . - . . . . - - - - 

: STAIR ■■" ■ : v- : : , 

Sub Total 3,069.92 




Support Anci 11 a ry Space 






Cafeteria (student/ faculty). 

CAFET 


1,569.38 




Snacl^bar. . . • . . . .. . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . • . 

SNKBR 




'\\ : 3.. 


Ki tchen and Food Prep ...... . . . . . . . ... . . . . . . . ....... 

KITCH 


128.05 


■ ^. 


Heal th and Nurse !s Office. . . . 

NURSE ; 


218.12 


■. ■■ .'^i: ^ ^. 3. 


Storage and Supply- (al 1) . . . .................... 1 . . . 

.'.STRGE ','\-"r'' 


981.50 


-=■'■■■ 


T'l clcet Offices. . m . . . . .... .. .. . . .. . . .. . .. . . .. .. •. • 




\ -. 


Dressing Rooms for Theatre , Choral , Stage, etc. . . . • 

" dresr'' : ; , . : ^ 






\.Ldcker "Rooms and Shower Spaces . • .......... . . . . . . . . . 

Girls--CLKRM 


: 16.08 




Adminis Lra tive Of f ices (al l ) .... , . . ..... . ..... . 

(Includes also Counselor & Guidance 
Offices 209 sq. ft. or less in size) 


: 593. 82 



23 



:;(,:no()l.: Bailey lli 11 F.l emtintary (ConJ:iniu'd) 



Ari,(:il,lj\KY SI'A(:K U.»'nMiHieil» 


.'. St] . b'ee L 




Facii 1 L y Lounge . . ..... . . . . . . . . ;. .... * • • • • • • • • • • • • • • • • 

vm:\x: . 'jL'- ' '■■ ' ^ ' . • 


533.26 




pnrully Work Kooms, Planning Spaces • 
FAWKR . 


666.35 




Sub Total A, 706. 56 




i*;. Kdut a t i onal Aiic i 1 la ry Spaco 




■ ■ 1 . 


Gymnasium and all Athletic Rooms and Bleachers. 

Boys--BC;Yi'^UN 

Ci rl' s— CGYMN 


V y W D J m J\J 


;■■ 


Auti i I or iiim and lia 1 cony . 

AUDK>1 

'I'll en i r e . . . . ........ . . . ... . . • . . . . . . . ...... ........... 






Mull i T Purpose Rooms . . ...... . . .... J 

■■■MLTiy;- . " 




i,;5. 


Instructional Materials Ce-nter or Learning 
Center or Learning Resource Center. .. ............ . . . 

:'xxiMC.-".: ; . ■ .„. ; 

S tage.a-. . . .. . . . ....... . ... ... .. .. . ... . . . ..... . . . . . . . . w 

STAGl- 


348.03 
291. 71 




Library, Check-out Count er ...IT;',.. 

LIBRY ( 


922.74 




Audio-Visual Cen tor. Broadcasting, Projection 
AVCTR 




'.^ 9. 


Student Offices. Includes such rooms as School : 
Store, Student Government, Student Yearbook, 
Darkrooms, Student Paper , etc. . . ..... 


8.63 




Counselling and Guidance Centers. (Of fices ; over 
. 209 s^. ft., in sx^e^ ... . . . . . . . . . . . . . . . . . . . . . . . . . . . . ... 

■■■iCOCTR,' 






Student 'Lounge. . . . . . . . . . . . . . . . . . . . . • • • • • • • • • . • • . • • 

^STl^G ■ 




' 12. - 


Small Primary Educational Space (any education 
space 500 sq. ft. or less in size)*................. 

•■SPEDS / 


836.27 : 





*This space would normally be classified as Primary Educational Space 
but due to its small size of 500 sq. ft. or less is ins tead classi f ied 
as Ancillary Space. 
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Deaf, 
] DEAFx" 

• ■ * ■ • • v. • ■ , 



/Other ri '-^^ 



AIL 



SPACE 



FOUCA 



SPACE 



Space 
Space 



3,069.92 
^. 706.56 
^''^70.88 



'1. 



SCHOOL: Coburg Elementary 





space';" ■ 




Sq. Feet 


ANCILLARY 






A. Malntpnance Ancillary Space 




257.40 




Boiler Room, Heating/ Cooling Facilities . . . . • 


....... 




■ BOILRv 








Maintenance Of fices/ Rooms . ... . • • • 


. . . ... • 


34.03 




VMAiNT:, ' '^\:' ''^ : 








Rps t rooms , Lavatories • • • ^ • • • • 




741. yz 


■ ■ ■ , 3. 


. . . . ... 






, RESTR 








Hallways; Entryways . . . . . . . . . . • . - • • • ' •••••••• 




2,711.Di 


:;■■.;4.• 


. . ... . . 






xiiALL' ■ ■ •■ ; 






:.. ■5.. ■ 


Stairways , Stairwells . - • • • 








'STAlR;/ 








^uh Total 3, 






(i. SupporL Ancillary Space 








■ Ca f eteria (s tudent/ faculty) .. . .... . - . - - ..• • • 




1,545.59 




"'.CAFET\' ■ ■ 








Snackbar. ... . . . . - ... - . . • • 


........ 






SNKBR | :\ \ '.^.^. ■■■X' 












222.51 




Kitchen and Food Prep... 


........ 




"■KiTCH 








Heal th and Nurse ' s Office. .;- - . - . - ......... ^ 




153.84 


:"4. 


. . . . . . .. 




."'■NURSE ■ ■ ; ■ 








Storage and Supply (all) . . ......... 




382.61 








^■■STRGE V. ■ : 








Ti ck et 0 f fices 


....... 4 






/■TIKOF. ,;■ 








Dressing Rooms for Theatre, Choral, Stage, 


etc. . • . 






., 'dresR'' ■ ' ■ 








Locker Rooms and Shower Spaces. . . . . .... • . > . 


....... 






Boy's--BLKRM 








Girls --GLKRM | J 






./:-.9. 


Administrative Offices (all) ......... . • • • • > 




314.35 




(Includes falso Counselor & Guidance 








Offices i09 sq. ft. or less in size) 







SCnooi.: Coburg Klomentary ( Continued) 
ANUII.IAKY Si'ACK (Continued) 



10. Facul Ly Lounge. ... . - . — ... ... . . - - • . • 

•pACLG ■■■„;■ 

11. Fnful ty Work Rooms , Flanning; Spaces 
'';.v FAWKR ■ . ■ . . 

• v..; Sub' Total 



3,034.58 



Sq. Feet 



285.44 
130; 24 



C. I 



:durational Ancillary Space 

1. Gymnasiunv and all Athletic Rooms and Bleachers... 
Boys--BGYMN 
Girl's—GGYm 

2 • Auditorium and Balcony. . • • • • • • 

. AUDRM 

3. Theatre. . . . .... - • • • • . • > • • • • • • " • ' * • • * * * * 

" TllETR ., 

^ . Mul ti -Purpose Rooms. 
MLTIP 

5. Instructional Materials, Center or Learning 

Center or Learning Resource Center ....... r. •••• 

,., ; xxiMC ■ ' 1' 

6. Stage. ..... .. . • 

STAGE • 

7 . Library , Check-out Counter; . . . . . . . ^ . . . . ... . • • • • • • 

■■■ LiBRY y.. '-''''y^^y--' 

8. Audio-Visual Center, Broadcasting, Projection 
Booth , etc • • " • • • • • • • • • • • • • ,* 

AVCTR ■ . ['y--'."- 

9. Student Offices. Includes such rooms as School 
Store, Student Government, Student Yearbook, 
Darkrooms, Student paper , etc .................. .« 

10. Counselling and Guidance Centers. ^ (Offices over 
209 sq. ft. in size) • 
COCTR , , 



....«.«...' 



IL. Student Lounge. . . . . . . . 

STULG 



12. Small Primary Educational Space (any education 
i space 500 sq. ft. or less in size)*. ..... . . ... . 

■ SPEDS'^ ■ 



3,443.77 



785.09 
835.38 
841.37 



791.07 



*This space would normally be classified as Primary Educational Space 
. . ; • - l^ ^--.. «ii rt^: c;nn q« f^ nr 1 -f s instead classified 
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t:olM:iri; i:lomentary (Continued) 



ANCl LlAKY SPAc:i: ^Continued) 



■ll. Jist- Unknown Ancillary Space. 
UNKAN 



Sq. Feet/ 



Sub Total 



6,696.68 



TOTAL ANCILLARY SPACt:_ 



rulMAKY KDUCATIONAL SPACE^ 

1. General Classroom. 
GKNCL 



2. Kducational Laboratories 

Kt-ading; Laboratory 



13,476.22 



Sq, Feet 



7,733.26 



Language Laboralory. . . . 
lAIAB 

Science Laboratory. . . ; . 

SCLAB: 7 

"Other" Laboratory. . . . . 

OTIAB 



^. Lt'clure Rooms... 
LECRiM 

^. Homo Economics . . 
HECON 

S. Industrial Arts 



Metal Works. ..... - . 

METAL 



EKLC 



1 ndus t rial Mechanics 

.MECHX.; ;;.; ■ ■ 

Woodworking, Construction. ... . . . . • • • • • 

woDCo' , V^. ■ 

Electricity, Electronics. . .... ........ 

ELECT ' . 



Drafting, Mechanical Drawing. . 
DRAFT 



I. . .. .. . .... .. .. 



Saio()i : Coburg Klcmentary (Continued) 



I • K i r-i/N K Y K 1 )U I j\ T lONAl. S1>A(;K (Cont i nned ) 



Industrial Arts (Continued) 

Automotive. • • • • • • • 

AUTOM ^ 

Forestry. 

FdUET 

6. Student Rooms (includes play rooms, quiet rooms, 
activity rooms, study rooms, work rooms, 
reading rooms, listening rooms, large group 

;' rooms , etc.) • 

STURM 



7. Special Education Rooms 



Dea f. . 

DEAFX 



Emotionally Handicapped, 
EMOKA 



Educable Mentally Retarded, 
EDUMR 



Trainable Mentally Retarded. . . . 
TRAMR 

Children ' s Hospital. 

CHOSP 

Music, Ensemble, Instruments. ...... 

MUSIC 



9. Other Classrooms... 

OTHCL 



Sq. Ft'ct 



TOTAL PRIMARY EDUCATIONAL SPACE_ 



7,733.26 



ALL SPACE 



Ancillary Space 

1. Maintenance Ancillary Space_ 

2. Support Ancillary Space 

3. Educational Ancillary Space__ 



Ancillary Sub Total_ 
Primary Educational Space 



Sq. Feet 



3,744.96 
3,034.58 
6,696.68 
13,476.22 
7,733.26 



S (.11001.: Condon Elementary 



AN CI LWRY SPACK 



Sq. Feet 



A. Maintenance Ancillary Space 

1. Bcnler Room, Hea ting/ Cooling Facilities.. 
BOILR 

1. MainLenance Of f ices/ Rooms. 

MAIN! 



'3. Kc^sirooms, Lavatories.. 

RhiSTR 

4. Hallways, Entryways 

XllALL 

5. Stairways, Stairwells., 
STAIR 



290.70 

117.45 

(P) 66.40 
1,208. 89 

(P) 70.22 
6,137.16 

1,142.91 



Sub Total 9,033.73 



B. Support Ancillary Space 

l.i Cafeteria (student/ faculty). 



1,701.18 



C/XFBT 

Snackbar. 
SNKBR 



Kitchen and Food Prep 

KITCH 

4. Health and Nurse's Office..... 

NURSE 

5. Storage and Supply (all).. ........ 

STRGE 

6. Ticket Offices • • • 

TIKOF 

7. Dressing IRooms for Theatre, Choral, Stage, etc, 

■ 'DRESR ;^ ' ' . . 

8. Locker Rooms and Shower Spaces. • • - 
•.■ Boy 's — BLKRM ■■■■■■ '''' 'y-----:-' ■■:\ - 

: * Girls--GLKRM 



(?) 123.15 
275.09 

167.44 



(P) 124.61 
1,147.18 



Administrative Offices (all) ... . . . . 

(Includes also Counselor & Guidance 
Offices :209 sq. ft. or less in size) 



I ... • • • 



60.18 



(P) 134.09 
296.50 



ERIC 



:;riiiM)i.: 



Condon l:!! ementary (Continued) 



ANl.i l,l^\KY SPACK (Cnu t inued ) 



10 



Faculty Lounge. • • • • — 

FACLt; 

[l. Kn»;ulLy Work Kooms , Pi anning Spaces . . 
FAWKK 

Sub Total 



315.84 
(P) 246.57 



4,589.83 



glmaLional Ancillary Space 

1. Gyinnasium and all Athletic Rooms and Bleachers, 
Boys--BGYMN 
Girl'S'-GGYMN 

Auditorium and Balcony 

AUDRM 



2. 



•J. 



Theatre. 
niETR 



Multi -Purpose Rooms — ...... — • 

MLTIP 

InsL riict ional Materials Center or Learning 
: Center or Learning Resource Center..... 
XXIMC ■■■■ ' ■, ^ ^ ■ . >', 

Stage. . . . . - • • ■ 

STAGE 



7. 
8. 

9. 

10. 

11. 
12. 



Library , Check-out Counter. 
LIBRY 

Audio-Visual Center, Broadcasting, Projection 

Booth, etc 

AVCTR 

Student Offices. Includes such rooms as School 
Store, Student Government, Student Yearbook, 
Darkrooms, Student Paper, etc. 

Counselling and Guidance Centers. (Offices over 

209 sq. ft. in size) 

COCTR 

Student Lounge . • • 

;STULG ^ ,: 

Small Primary Educational Space (any; education 
space 500 sq. f t . or less in size)*. ... .. . . . . 

SPEDS' ■ 



• « • • . 



Sq. Keet 



4,983.83 



1,916.09 
978.04 



675.00 



60.18 



(P) 



861.46 
450.50 



★•iTiis space would normally be classified as Primary Educational Space 
but due to its small; size of 500 sq. ft. or less is instead classified 
as Ancillary Space. 







AN(:illAKY SPACK (Continued) 


Sq. Feet 


t *» 1 1^^^ Ilri 1/ n i>Ljn Anr*! llsrV SD3CG* • • • • • • ••••• •• • • • ' 

UNKAN 

^uh Total 9,925.10 








: x^^'AT ANriT.TARY SPACli 


23,548.66 






I'KIMAKY bnUCATIONAL SPACE* 


Sq. Feet 


1.. General Classroom 

CKNCL 

2. Kducalional Laboratories 

Reading Laboratory.. 

— Lnnguage Laboratory.............. . . 

'. -i^:..; • I^LAIi , 

! Sci t'nce Laboratory • • 

■ -'i- "i- ' -SCLAB : 

"Other" Laboratory........... 

OTLAli 

K L(>ciure Rooms...... • 

LKCRM 

liomc Economics.. 

IIECON 

• S. industrial Arts 

Metal Works • 

METAL 

Industrial Mechanics • 

MECHX 

Woodworking, Cons traction .... i • 

WODCO,': ■ ; ' ■ ■ ,■ : 

: Electricity, Electronics • 

:■ , ."elect ■■ ■■ 

Drafting, Mechanical Drawing................... 

■ ■ ■ DRAFT ■ , 


(?) 874.01 
9,402.64 



ERIC 



Condon Klemfencary (Continued) : 




■ PRimkY EDUONTlONAL SPACK (Continued) 


Sq. Feet 


. industrial Arts (Continued) 




Automotive. • •••• • 




AUTOM 




Forestry 




FOUET 




6. Student Rooms (inc ludes^^: play rooms, quiet rooms, 




activity rooms, study rooms, work rooms, 




reading rooms, listening rooms, large group 


880.15 : 






STURM 




7. Special Education Rooms 




DEAFX 






690.52 




EMOHA 








EDUMR 




Trainable Mentally Retarded, 


Dou • jy 


TRAMR/. ■ 








CHOSP . 






630.25 


8/ Music, Ensemble, Instruments.. ................ 




MUSIC 








OTHCL 




XnjAT pPTMARY RnTTPATTONAL SPACE 


13,157.96 












Sq. Feet 


ALL SPACE 


1 Ancillary Space 




1 M^^^n^pnance Ancillary Space 


9,033.73 


7. Support Ancillary Space 


4,589.83 


? pH..rfl^^ nnal Ancillary Soace 


9,925.10 


Anr-ni^iry Sub Total 


23,548.66 


Primary Rducational Space 


13,157.96 






HRAND TOTAL 


36,706.62 



ERIC 



SCaiOOL: Crest Drive Elementary 




ANCILLAKY SI'ACI^ 


•Sq. Feet 


A. Maintenance Ancillary Space 
BOiLR 

2. MainLenance Of f ices/Rd'oms 

, MAINT 


159.40 

f\7^ Q7 


RKSTR ^- 

4. Hallways, Entryways • • 

• XllALL 


1,501.48 


5. Stairways, Stairwells. • 

STAIR ^ 




q.ih Total ' 2,332.85 




■■■ H. ■ SupporL Ancillary Space 

I Y'afpi-pria Ts tudent/ facul ty) . • 

'CAFET ■ . ■ ■ 


3,096.27 


7 Snackbar. . . • 

SNKBR 

,3. Kitchen and Food Prep 

KITCH 

4. Health and Nurse's Of fice, ...... • 

NURSE 

5. Storage and Supply (all).... 

STRGE 


340.94 
93.10 1 
1,228.08 


6. Ticket Offices, 

^TIKOF ■ 




7; Dressing Rooms for Hieatre, Choral, Stage, etc.... 

,DRESR . ■ : 




8 . Locker Rooms and Shower Spaces. ... . . • . . . • • • • • • • • • • 

■■■.Glrls-'-GLKRW ■. 

9. AdminisLrative Offices (all) • 
: (Includes also Counselor & Guidance :! 

Offices 209 sq. ft. or less in size) 


480.84 



ERIC 



i'Si-liiioi.: *:ro8t Drive tliomeniary 
•;AI';i;il.rAI<Y SI'A(:K (ComimioU i ■ ." ' ■ 



ERIC 



10. Facul Ly Lounge. 
KACLC; 



11. K;u-ulty Work Kooms, Planning Spaces.. 
FAWKK 

Sub Total 



6;286,8Q 



lldiuational Ancillary Space 

1. Gyinnasium and all Athletic Rooms and Bleachers, 
Hoys--BGYMN 
Girl 'S--GGYMN 



Auditorium and Balcony 
AUDKM 



111 eat re. 
'IIIETR 



Multi-Purpose Rooms. 
MLTIP 



7. 



8. 



9. 



10, 



11. 



Instructional Materials Center or Learning 
Center or Learning Resource Center. ..... 

x^ciMc : 

Stage. • • • • 

STAGE 

Library, Check-out Counter • 
LIBRY 

Audio-Visual Center, Broadcasting, Projection 
Booth, etc* « • •••• 

AVCTR 

Student Offices. Includes such rooms as School 
Store, Student Government, Student Yearbook, 
Darkrooms , Student Paper, etc« 

Counselling and Guidance Centers. (Offices over 
209 sq. ft. in size) • 
COCTR 

Student Lounge . • ..... • :. > • • • • • • • • • • • • • 

'■ STULG'' • , , : : . . 

; Small Primary Educational Space (any education , 
space 500 sq. ft. or less in size)*. 

■'■SPEDS ■ 



Sq. Feet 



536.44 
511.13 



3,068.10 



I. .. .. ... . . ... 



675.05 



986.25 



337.75 



•*This space would normally be classified as Primary Educational Space 
but due to its small size of 500 sq. ft. or less is instead classified 
as Ancillary Space. 



Si:iUK)L: 



Ct csl ; Dr 1 vc !• I cinen ta ry ; (Contiiuied) 



^N(:iLlj\KY .Si^\(:iv (ConLiiuiod) 



13. Use Unknown Ancillary Space. 

.UNKAN 



Sq, Feeti 



Sub Total 



5,067,15 



TOTAL ANCILLARY SPACt:^ 



|M<1MM<Y EDUOXTIONAL SPACE* 



13,686,80 



Sq, Feet 



1. General; Classroom. 
GKNCL 



(P) 923.89 
9,601.83 



•:ducn L ional La bora tor i es 



Heading Laboratory... 

KDIAB 

Language Laboratory. . 

1J\1J\H 

Sc i I'nce Laboratory, . , 

SCIj\U 



"OLher" Laboratory, 
OTIJVB 



3. Lecture Rooms. 
LKCKN 



A. Womv Economics, 
liECON 



Industrial Arts 

NeLal Works 

HETAL 

I ndus trial Mechanics 
MEQIX 



iWoodworking, Construction. . . 

woDco:-.; , "■.}'■'/■ .... 



Klectricity, Electronics. .. 

■KLECT ■ 



. a . . . 



' . . . 4 



.. . . • • • 



Drafting, Mechanical Drawing. 
DRAFT 



....... • 





Crest Drive Elemeniary (Continued) 








: Ihdustrial Arts (Continued) 






AUTOM 






Forestry. . . . . 




! ■ 






6. 


Student Rooms (^mciuaes pi«*y luuui2>, \^\axci- 






activity rooms, study rooms, work rooms, 






reading rooms, listening rooms, large group : 












STURM 




7. 


Special tlducation Rooms 






DEAFX 












hMUHA 












EDuMR 






Trainable Mentally Retarded. • • • • • • • • * 






TRAMR^ 








/■ :■ .• . . •.; -i- 




CHOSP : 




8. 








MUSIC 




9. 








OTHCL 






X^T^AT.i PRTMARY RnilCATIONAL SPACE 


10,525.72 







All space ; - 


Sq. Feet 


\ Ancillary Space 

! 1 Maintenance Anci llarv Space 
9. Support Ancillary Space 

FHticational Ancillary Space 
Anril larv Sub Total 
Primarv Educational Space 


2,332.85 
6,286.80 
5,067.15 
13,686.80 
10,525.72 


i:^-^--::-- ■■• ■ :■ .■ Cru^D TOTAL 


24,212.52 



ERIC 



SUKK)!.: Dunn lilemen tary 



ANCILI^KY 


SI'ACE 


Sq. Feet 


■A. Maintenance Ancillary Space : 






lioiler Room, Heating/ Cooling Faci li ties , 


141.68 




BOJI.R 






Maintenance Offices/ Rooms « 


292.24 1 




• 


MAIN! 






K(\sL rooms, Lavatories • • • 


i , J / / • -J*4 


3. 




RESrR 


i,yiy.zj 


4. 


Hallways, Entryways 




XHALL 


144. 67 


5. 






STAIR 






Sub Total ' 4,075.18 




B. Support Ancillary Space 


3,406.01 




Cafeteria (student/ faculty) , , • ... . . . . . . . . . . - . » - - • • 




'cafet ■ 




2. 


Snackbar. .... . . . . • • • • • • • • • • 






SNKBR 








349,45 : 


^ 3'. 


Kitchen and Food Prep ............. 






KITCH 






Heal th and Nurse ' s Of fice. ............. 


197.00 ;■ 








NURSE 






Storage and Supply (all)........ 


2,144.57 


5 . 






STRGE 




6. 


Ticket Offices .. ...... . • • • . . • 






TIKOF 




7. 


•Dressing Rooms for Theatre, Choral, Stage, etc.... 






;r)RESR,' ;^ 






Locker Rooms and Shower Spaces. . . / . . ;,. . • • . . • > . • • • • • 


32.97 








■i^^Boy'S'-BDCRM i::^;.;' 






'■/Girls — GLKRM '^'^ ' ^ . \ , ' ' 






Administrative' Offices (all) . ; . .... ...... . . • . . • • • . * 


710,30 






( Inc lud es ja 1 sp^^ 






Offices 209 sq, ft. or less in size) 
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■Srnot)) : Klemen L« ry (Cont iiuieti 

ANiiH.lAKY SI'ACb: (Uuilinuech 



10. Faciil Ly. Lounge • • • • • • 

:FACU; 

11 . Farul Ly Work Rooms, Planning Spaces. . 
FAWKR 

Sub Total 



7;475.13 



C. Kdutational Ancillary Space 



Gymnasium and 
Boys--BGYMN 
Girl 'S--GGYMN 

Auditorium and Balcony,,. 
AUDRM 



all Athletic Rooms and Bleachers,. 



Sq . Feet 



3. 



Then tre . 
•J-HETR 



U, Multi -Purpose' Rooms-....--. 

MLTIP 

5. Instructional Materials Gonter or Learning 
Center or Learning Resource Center........ 

. :>"XXIMC . • ' ^ ■ 

f). Stage- . . . - - . - 
STAGE 

7. ; Library , Check-out Counter- ... * • . . . . . - . - • - • • • • • • • 

. _ * . LIBRY ^, \ 

8- Audio-Visual Center, Broadcasting; Projection 
: Boo th, etc- . . • . - . -- • . . • . • • • • • • • • •>• ' • • • • • • • • • 

AVCTR ■ . 

9. Student Offices- Includes such- rooms as School 
Store, Student Government, Student Yearbook; ; 
Darkrooms , Student Paper , et c - - . ..... • . • ... . . . . . . 

Counselling and Guidance Centers. (Offices over 
209 sq. ft. in size) ............................ • 

COCTR 



10. 



11. 



12. 



Student Lounge . 

.STULG': 

Small Primary Educational Space (any education 
space 500 sq. ft. or less in size)*. .......... . 

■sPEDs ■ . ,. 



335.18 
299.65 



3,251.10 



1,647.64 
400.92 
775.95 



29.56 



401.50 



erJc 



*'rhis space would normally be classified as Primary Educational Space 
but due to its small size of 500 sq. ft, or less is instead classified 
as Ancillary Space. 



iHinn Kl -rmentary (Continued) 





Sq. ["eet 


: ; ^ ;i V: Use Unknov/n Ancil lary Space; > . . 

■■ ,.:;:''^'unkan:'; 


*'• ***«*• 


*.**•••••*••« 






Total 


6,506.67 










^ TOTAL ANCILLARY 


SPACE 




18,056.98 









rUlM/VRY I'DUCATIONAL SPACE* 



Sq« Feet 



1. General Classroom. • .... • . . - 

.^'•GENCL'.' 

2, Kciucn t ional Laboratories 

Heading Laboratory. ... , 

Language Laboratory. 
^ ' ' lALAB ; 

Sci once ■ Laboratory. .. ; 
. ' ' ■ SCLAB : 



"Other" Laboratory, 

■■OTLA'b 

[ij Li'Cture Rooms ......... « 

■ LECRM 

A . Home Economics . . . ... . • , 



Indus trial Arts 

Metal Works . . ... • • . ... . . . 



Industrial Mechanics. 
MECHX 



Woodworking, Construction. 
WODCO 

Electricity, Electronics. , 

ELECT 



Drafting, Mechanical Drawing, 
DRAFT 



11,488.74. 



>•••«.' 



I • .« • • • 



741.25 



*A11 space is greater than 500 sq. ft. in size. 




SOlOOl : Dunn Elementary (Continued) 


• PRIMARY EDUCATIONAL SPACK (Continuocn 


Sq. Fpet 


Industrial Arts (Continued) 

Automotive. • 

Forestry. . . . ... . • • • • • •••••• • 

■ ; ^ ; 'foret; ^ , : ■ 

'^6. Student Rooms (includes play rooms, quiet rooms, 
activity rooms, study rooms, work rooms, 
: ; : : ;^ reading^ r rooms , large group 
rooms , etc. ).....••.• • ••• 

.; STURM , 

7. Special Education Rooms 

Dea f*. .. ...... . . • ••••• •• •• . ..• • .«••• 

;.DEAFX-'' , 

Emo t iona 1 ly Handicapped . . ..... . . . • ....... 

■■■ :' '• EMOHA, 

Edu cable Mentally Retarded. •« 
EDUMR ; .'■ 

; ; ; Trainable Mentally Retarded. 

.TRAMR;-;; r , [ ■ ,. 

Chi Idren Vs Hospital. 

' . \ CHOSP 

MUSIC 


951.36 
1,902.72 


OTHCL 


THTAT. PRIMARY FDUCATIONAL SPACE 


15,084.07 








; ALL SPACE 


Sq. Feet 


Ancillary Space 

1. Maintenance Ancillary Space 

2. SuDDort Ancillary Space 

.1. Fducational Ancillary Space 
Ancillary Sub Total 
Primary Educational Space 


4,075.18 
7,475.13 
6,506.67 
18,056.98 
15,084.07 


GRAND TOTAL 


33,141.05 







ERIC 
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SUIUUL: Edgewood Elementary 



ANCILLARY 


SPACE 






Sq. Feet 


A. Maintenance Ancillary Space 






125.21 


1- 


Boiler Room, Heating/ Cooling Facilities.. 




BOILR 








2. 








382. 89 


• 


MAINT 
















i ,4 bU. jd 








RESTR 








4. 








3,543.65 








XllALL 








5. 












STAIR 












Sub 


Total 5,512.31 




B. Support Ancillary Space 








;Vl. 
1. 


Cafeteria (student/ faculty) . 






1 782 43 


CAFET 










SNKBR 








3. 








468 Xd 




KITCH 








4. 


Health and Nurse's Office... 






140.07 




NURSE 








3. 


Storage and Supply (all) ... . 


. . . . 


................... 


1 A 7 ^ Q 9 




STRGE 










Ticket Offices. .. 


. . . • 


... .. • .. . . .. • .« • 






: -■■TiKOF 








. .v^ 7.' 


Dressing Rooms for Theatre, 


Choral/ Stage, etc. . . 






DRESR 
















19.81 




Locker Rooms ar,d Shower Spaces. . 






Boy*s--BLKRM 










Girls — GLKRM 








■■ 9.: 


Administrative Offices (all) 


• • • • 


..... 


450.87 




(Includes also Counselor & Guidance 






Offices 209 sq. ft. or less 


in 


size) 





:;;:!IO(>l.: Kd^ewood E\ omentary (Cont inued) 



I 0. Faciil t y Lounge. 
FACIX; 



11. : FncuUy Work Rooms, Planning Spaces . . 
FAWKR 

Sub Total 



4,789.99 



Ldui a tional Ancillary Space 

1. Gymnasium and all Athletic Rooms and Bleachers . 
Boys--BGYMN 
Girl's--GGYMN 



2. 



Auditorium and Balcony, 
AUDRM 



Theatre. 
THETR 



Mul t i -Purpose Rooms , 
MLTIP 



5. Instructional Materials Conter or Learning 

Center or Learning Resource Center 

XX IMC 



Stage. 
STAGE 



Library, Check-out Counter. 

LIBRY 

Audio- Visual Center, Broadcasting, Projection 

Booth, etc. 

AVCTR 



9. 



10. 



11. 



12. 



Student Offices. Includes such rooms as School 
Store, Student Government, Student Yearbook, 
Darkrooms, Student Papef , etc. 

Counselling and Guidance Centers. (Offices over 

209 sq. ft. in size) 

COCTR 



Student Lounge. 
STULG 



Small Primary Educational Space (any education 
space 500 sq. f t . or less in size)*. . . . . . . 

SPEDS 



« . . • . • 



Sq. Keet 



255.40 
197. 34 



3,432.24 



259.12 



1,086.62 



29.04 



1,216.40 



ERIC 



*This space would; normally be classified as Primary Educational Space 
but due to its small size of 500 sq. ft. or less is instead classified 
as Ancillary Space. 
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ShlOOL iidnewood taernentary (Continued) 



ANCl LU\RY SPACK ^Continued) 



Sq. Feet 



11, Use. Unknown Ancillary Space. 
UNKAN : 



Sub Total 



6,023.42 



TOTAL ANCILLARY SPACE_ 



l»l<I»^V\KY KDUCj\TiONAL SPACE*' 



16,325,72 



Sq. Feet 



1. General Class.room, 

GKNCL 



16,340.49 



2. Kdttcni ional Laboratories 



Keading Laboratory. 
KUIAB 



Language Laboratory, 



ScLi'nce Laboratory..,. 

SCLAB 



•'Other" Laboratory. 
OTLAB 



3. Lecture Rooms. 
LECRM 



4. Home Economics. 
HECON 



Industrial Arts 



Metal Works. 
METAL 



Industrial Mechanics, 
MECHX 



Woodworking, Construction. 
WODCO 



Electricity, Electronics, 
ELECT 



Drafting, Mechanical Drawing. 
DRAFT 



*A11 space is greater than 500 sq. ft. in size. 



' ■ ■ ■ , • • 


EdgewDod Elementary (Contj nued) 




V V ■ ■ 


PRIMARY 


EDUCATIONAL SPACE (Continued) 


Sq 


Feet 


Industrial Arts (Continued) 








Automotive. ...... . . 








AUTOM 








FORET 






6. 


Student Rooms (includes play rooms ^ quiet rooms, 








activity rooms, study rooms, work rooms, 








reading rooms , iiocening roomSf xaj.ge ^Lu^^y 
















STURM 






•7. 


Special Education Rooms 
















DEAFX 








ly iiu L i. on ci X X y nciLiuxL.ciuucu«* 








EMOIIA 








* u*ili 1 /%n h 1 o MAn l"flllvRp>l"flfHAH . 








EDUMR 








Tt-fl-iT-ioKl^!* Manhxjll\/ T?Af-aT*/1oH 








TRAMR 
















CHOSP 






8. 










MUSIC 






9. 










OTHCL 








TOTAL PRIMARY EDUCATIONAL SPACE 


16. 


340.49 







'•■;all 'SPACE 


Sq. Feet 


Ancillary Space 

1. Maintenance Ancillary Space 

2. Support Ancillary Space 

3. Educational Ancillary Space 

Ancillary Sub Total 
Primary Educational Space 


5,512.31 
4,789.99 
6,023.42 
16,325.72 
16,340.49 


GRAND TOTAL 


32,666.21 








SaiOOL: Edison Elementary 



ANCILUKY 


SPAClv 






Sq. Feet 


A. ■ Maintenance Ancillary Space 






545.44 




Boiler Room, Heating/ Cooling 






1. 






BOILR 








1. 












L V \ X J. 
















1,019.30 


3. 








RESTR 


















A . 










XILALL 








5. 








702.40 




^TA T R 












Sub 


Total 7,522.31 




B, Su 


pport Ancillary Space 








1. 


Cafeteria (s tudent/ faculty) . 






1,832.74 




CAFET 








2. 


SNKBR 






212.53 


3. 


















KITCH 






206.81 




Health and Nurse ' s Of fice. . . 








NURSE 






1,668.63 


A- 


Storage and Supply (all).... 


. . . • 


....... 




STRGE : 










Ticket Oiff ices. ...... - - - . . . - 


. . • • 


...4 






; TIKOF 










Dressing Rooms for Theatre; 


Choral, Stage, etc. ... 






DRESR 








8. 


Locker Rooms and Shower Spaces.. 




31.70 




Boy's — BLKRM 










Girls — GLKRM 








■ 9. 


Administrative Offices (all) 


. • . • 




329.47 




(Includes also Counselor 6t Guidance 






Offices t209 sq. ft. or less 


in 


size) 





::( lUKM.: 



l-.dlBOii laei.iiiiVtary (Continued) 



Am: li.lJ\KY ■ SPACK ( CiuU inued > 



10. Faculty Lounge . 

FACl.G 

II . Fn* uUy Work Rooms, Planning Spaces, 
FAWKR 



Sub Total 



4,990.19 



:dn( a tiona 1 Anc i i lary Space 

1. Gymnasium and all Athletic Rooms and Bleachers, 
Boys--BGY^tN 
Girl 'S'-GGYMN 



Auditorium and Balcony., 
AUDRiM 



i. 
U. 
5. 

<). 
7. 
8. 

9. 

10. 

11. 
12. 



TOETR 

Multi-purpose Rooms 

MLTIP 

Instructional Materials Center or Learning 

Center or Learning Resource Center 

XXTMC 



Stage. 
STAGE 



Library, Check-out Counter. 
LIBRY 



Audio-Visual Center, Broadcasting, Projection 

Booth, etc 

AVCTR 

Student Offices. Includes such rooms as School 
Store, Student Government, Student Yearbook, 
Darkrooms , Student Paper, etc. 

Counselling and Guidance Centers. (Offices over 

209 sq. ft. in size) ■ 

COCTR 

Stud en t Lounge ..... .... .......................... 

■stulg' ■ 

Small Primary Educational Space (any education 
space 500 sq. ft. or less in size)*. ............ . 

'SPEDS , i- 



Sq . Feet 



347.47 
360.84 



4,854.44 



711.96 
417.72 
782.95 

831.99 
74.69 



173.21 



*'l'his apace would normally be classified as Primary Educational Space 
,: but due to its small size of 500 sq. ft. or less is instead classified 
as Anci llary Space. 



erJc 
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SCUOOL: 



ANCILURY SPACK (ConLinuod) 



Sq. Feet 



13. Use Unknown Ancillary Space. 
UNKAN 



Sub Total 7,846,96 



TOTAL ANCILLARY SPACE__ 



I'KIMAKV KDUCV^TIONAL SPACE* 



20,359.46 



Sq. Feet 



1. General Classroom. 
GENCL 



8,087.46 



I'jducational Laboratories 



Reading Laboratory.. 
KDUB „ ^ . 

Language Laboratory. 

\A\A\l 



814.59 



Science Laboratory. 
SCLAB 



"Other" Laboratory. 
OTLAB 



'J. Lecture Rooms. 
LECRM 



Home Economics.. 
HECON 

Industrial Arts 

Metal Works. 
METAL 



Industrial Mechanics. 

MECHX 



Woodworking, Construction. • • . . 

WODCO 



716.97 



Electricity, Electronics 
ELECT 



. ... . . .. •.. • .* 



Drafting, Mechanical Drawing 
DRAFT 



*A11 space is greater than 500 sq. ft. in size. 







I'Ki t^^\ia 






liulusLrlal Arcs (CiiiU iiuit^d) 






AUTOM 












FORET 




6. 


Student Rooms (includes play rooms, quiet rooms. 






Jarf-^v^r■v rooms studv rooms, work rooms. 






reading rooms, listening rooms, large group 


772.52 








CTTIRM 




7. 


Special Education Rooms 












' DEAFX . 












EMOHA 












EDUMR 








• 




TRAMR 












CHOSP 












•MUSIC 




9 








OTHCL 






TOTAT. PRIMARY EDUCATIONAL SPACE 


10,391.54 







:•: ALL SPACE 


Sq. Feet 


Ancillary Space 

1. Maintenance Ancillary Space 

2. Support Ancillary Space 

1. Rdiicational Ancillary Space 
Ancillary Sub Total 
Primary Educational Space 


7,522.31 
4,990.19 
7,846.96 
20,359.46 

10,391.54 


GRAND TOTAL 


30,751.00 







erIc . 



SQiOOI,: Hollow Elementary 



ANCILLARY SPACi-: 



Sq. Feet 



A. Maintenance Ancillary Space 

1. Boiler Room, Heating/ Cooling Facilities. 
BOILR 

2. Maintenance Of flees/ Rooms ... ■ • 

MAINT 



3. Res L rooms. Lavatories, 

RESTR 



A. Hallways, Entryways. 
XllALL 



5. Stairways, Stairwells. 
■ STAIR 



U. S upport Ancillary Space 

1. Cafeteria (student/ faculty) , 
CAFET 



Sub Total 3,509.76 



2. Snackbar. 
SNKBR 



3. Kitchen and Food Prep... 

KITQI 

A. Health and Nurse *s Of fice. .. 

NURSE 

5. Storage and Supply (all) 

STRGE 

6. Ticket Offices........... 

'tikof ■ 

7. Dressing Rooms for Theatre, Choral, Stage, etc. 

■■■ ■DRESR: ■ V ^ 

8. Locker Rooms and Shower Spaces. • • 

Boy's — BLKRM 

Girls — GLKRM 

9. Administrative Of f ices (all) ... . . . ... ........ . . 

(Includes also Counselor & Guidance 
Oftices 209 sq. ft. or less in size) 



317.36 
154.68 
836.21 
2,041. 61 
159.90 



4,069.57 

199.16 
199.85 
492.21 



656.78 
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Kox Hollow Elementary (Contimied) 



S<:iliM>!;: 
ANCIMAKY SPACfc: (CoiUinued) 



c:. 



10. FacuUy Lounge. .: - . . 

FACLC; 

11. FafulLy Work Rooms, Planning Spaces., 
FAWKR 

Sub Total 



6,091.13 



Kdiu ational Anci llary Space 

I. Gymnasium and all Athletic Rooms and Bleachers. 



Boys--BGYMN 
Girl's--GGYMN 

Auditorium and Balcony, 

audf!m 



•Itieacre. 
•niFTR 



5. 



Mul ti-Purpose Rooms. • 

MLTIP 

Instructional Materials Center or Learning 

Center or Learning Resource Center 

XXIMC 



Stage. 
STAGE 



10, 



Library, Check-out Counter . . . . 

LIBRY 

Audio-Visual Center, Broadcasting, Projection 

Booth, etc • r 

AVCTR 

Student Offices. Includes such rooms as School 
Store, Student Government, Student Yearbook, 

Darkrooms, Student Paper, etc • 

Counselling and Guidance Centers. (Offices over 

209 sq. ft. in size). 

COCTR 



IL. Student Lounge. • 
STULG 



12.! Small Primary Educational Space (any education 
space 500 sq. ft. or less in size)*- 
SPEDS 



^. ....... 



Sq; Feet 



314.63 
158.93 



3,629.00 



1,250.39 



1,194.76 



2,548.57 



*This space would normally be classified as primary Educational Space 
but due to its small size of 500 sq. ft. or less is instead classified 
as Ancillary Space. 



ERIC 
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S(:iK)Ol;' ^ ^'''^ l*^^^ '^^^ ^^^^ ' 


.\Mr\t <v>M'V (Cnntinimd) =_ 


Sq. Feet 


L*3. Use Unknown Ancillary Space....... — 

' ; \ UNKAN 

Sub ToviJX„^ 


8,622.72 








TDTAT. ANCTLIJ^RY SPACE 


18,223.61 






lMnM^\KY KDUOXTIONAL SPACE* 


Sq. Feet 








GKNCL 






2. Educational Laboratories 


















Language Laboratory .- 






' i^\LAB 












^.SCLAB 












OTLAB 












LECRM 






m Home Economics 






liECON 






Industrial Arts 












METAL 






I ndus trial Mechanics .............. . 






.'■MECHX, ■ 






Woodworking, Construction.......... 






■,WODCO', 






Electricity, Electronics. • 


«. . .•• . .« . 




'.' ■ ^. ELECT' ■ 






Oraf ting, Mechanical Drawing. 


• • . • ••• • 




: -DRAFT / ,.\ 







,*A11 space is greater than 500 sq. ft. in size. 
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:,^Q^QQ| . Pox Hoilow Elementary (Continued) 




IM<JMAKY KinJtATlONAl. SI'ACK {Conl iniMMl) 


Sq. Koot 


Industrial Arts (Continued) 




; Automotive.!. . . . . . . . • • • • . • • .......... . . • • • • • • • • • • • • 




■■■AiiTOM ■ ■ \ ' :^ ^ ' 




Forestry, • • • 




FORET 




6. Student Rooms (inc ludes play rooms, quiet rooms, 




acLlvicv rooms , ocuuy iuuni5jjwui.i\ i.u»^moj 




reading rooms, listening rooms, large group 








STURM 




/, opeciai buucacion Kooms 




UtJKvA 




: Emotionally Handicapped. . • • 








Educable Mentally Retarded...................... 




LUUrlK 


• ■ • . .., ' 


















. 8. Music, Ensemble, Instruments.. 




MUSIC 






• 


OTHCL 




TOTAT. PRTMARY EDUCATIONAL SPACE 


5,731.96 







'.ALL. 'SPACE 


Sq. Feet 


Ancillary Space 

1. Maintenance Ancillary Space 

2. SuDDort Ancillary Space 

3. Educational Ancillary Space 
' • Ancillary Sub Total 

Primary Educational Space 


3,509.76 
6,091.13 
8,622.72 
18,223.61 
5,731.96 


GRAND TOTAL 


23,955.57 







SQIOOL: Gilham Elementary 



ANCILLARY^ 


SPACi: \ ■ ' ■ i . 






Sq. Feet 


A. Maintenance Ancillary Space 








■ ' vA- • 


Boiler Room, Heating/ Coo ling 


Facilities . . . . ... . . • . • 














"'2.', 


: Maintenance Of f ices/ Rooms . . • . 


* * * . 


I'a''. . a.. . a . .' . . . . . .'. .'a 


X J w . XH 




■ MAINT' . ■ . 








■■ ■ ■ s. 


Rest rooms. Lavatories. . . . . . . - 


. a . 


a a a . a a a a a a .a a a . a . . . 


fivn fin 




KESTR 










Hallways, Entryways - 




a«aaaa.aaa..aa.a... 






XllALL 








5'.; 


Stairways, Stairwells. - . . - . . . 


a . . 


. a a .'a . a a .. .. . a:...'* * 






.'::smiR 












Sub 


Total 2,798.96 




H. Support Ancillary Space 






2,377.85 


\' ;.. ■■■ ^' 


Ca feteria (s tudent/ faculty) . 




a . aa... aaa^. a a a a . . * 




•;■ CAFET , 










Snackbar. . - - • • • • • • • " • • • " " " • 




. .aaa.aaa.... aa. a.a 












: 349.64; 


'. '^. 


Kitchen and Food Prep. . - - - - - 




a a a . . . a ..a .. . . .a .* . 




'.;kitc:h:; . 






85.20 


A. 










■■:NURSE :■ 






2,561.43 




Storage and Supply (all).;..- 




a'. a .aaaa:a...a.aaa.a 




STRGE 








: ■ 


Ticket Offices. . - ; - . . - . . - . • - 


. a . a 


..a .a ...a.aa a.a...« 






TIKOF 








: 7. 


Dressing Rooms for Theatre, 


Choral, Stage, etc. . . . , 






DRESR 








8. 


Locker Rooms and Shower Spaces.. 


a a a a a • m .a . a a a . .. • •« 






Boy/s--BLKRM 










Girls — GLKRM 










Administrative Offices (all) 






397.49 




(Includes also Counselor & Guidance 






Offices 209 sq. ft. or less 


in 


size) 
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Cl lham i:l tMiu-ni ai y (Cunt I liiiod) 



id. Facul I y Lounge J . . . . . ................ 

M. Fn-ully Work Kopms , Pi anning Spaces . . 
FAWKR 1''': 

: i ■ Sub Total 



6,220.04 



l::du( ational Anci I lary Space 
i 1. Gymnasium and all Athletic Rooms and Bleachers . 

• . Boys--f5GYMN';: 
Girl 's— GGYMN ■; 

• li '2. Aud i t or ium and ; Ba 1 cony •••• 

AUDim:y 

; , i . 'riiea t r e . « . . . . J • • • «... • • 

4. Mul t i - Purpos e Rooms .. • • 

' MLTIP' ' j: 'Jl 

5. Instructional Materials Center or Learning 

Center or Learning Resource Center. .......... .... 

. ■ ' ' xxiMC. ^ 'Jr. : . ■ ■ ■:■ : 

(■). Stage.. ..... .. ... ...... 

STAGE ;^y'r 

7. Library, Check-out Counter. • 
LIBRY . ]'i ^ J^^^J'/^Jr'-':.. \'J' 

8. Audio-Visual Center, Broadcasting, : Projection : 
Booth , etc.. ... . . • . . • • • • •••••••• ' • • • • * • 

9. Student Offices. Includes such rooms as School 
Store, Student Government, Student Yearbook, 
Darkrooms, Student Paper, etc ................. 

10. Counselling and Guidance Centers. (Offices over; 
209 sq. ft. in size) ■ 

■ COCTR ^ , 

11. St uden t Lounge . ..... ...... • . .... . • • • • • • • • • • • • • • • • 

; STULG 

12. Small Primary Educational Space (any education 
space 500 sq. ft. or less in size)*........ 

SPEDS 



• . . . ' 



200.99 
247.44 



3,604.72 



352.96 



1^04.01 



284.75 



426.50 



erJc 



^This 'Space' would normally be classified as Primary Educational Space 
i ; but due to its small size of 500 sq. ft. or less is instead classified 
: as Ancillary Space. 



C;i iHam hi ementary (Continued) 



ANCILIARY SPACK^CoiUiniied) ^ 


Sq. Feet : 


L"3. ; Us(^ llnknowD Ancillary Space 

Sub Total 5,772.94 








rnrM. ANriTjARY SPACE 


14,791.94 






: PRimKY KDUDXTIONAL SPACE* 


Sq. Feet 




16,193.40 


GENCL 

2. Educational Laboratories 

Heading Laboratory 


IAL/\B 

* Sc i ence Laboratory 

-scLAiv 

"Other" Laboratory. ... ...... . . .... . . . . • ...... . • • 

■■OTLAli;,^ 

'i. L*Sctiire Rooms................ 

"'■ LiECRM ••: 

A , Home i Economics • • • • • 

iIecon 

') . Industrial Arts 

Metal Works 

• METAL : " 

Industrial Mechanics. 

MECHX 

Woodworking, Construction; ................... 

i '. ] ' ; WODCO^: 

Electricity, Electronics^ . . . . . ..... • • • • • 

- ■ ■ ' , ELECT ■ 

Dra f ting, Mechanical Drawing. ................. . 

;; "*■'.;..■ ;- DRA'FT 



*All space is greater than 500 sq. ft. in size. 
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SQlOOi;: 



: Gl lham i:l eirien ta ry (D>iit 1 luiod) 



PKIMARY EDUCATIONAL SPACK (C:<)n I inuetl ) 



■Industrial Arts (Continued) 



Automotive, 
AUTOM 

Forestry. . . 
FOilET 



6. Student Rooms (includes play rooms, quiet rooms, 
activity rooms, study rooms, work rooms, 
reading rooms, listening rooms, large group 
rooms , etc. ) . • . • 

>STURM 

7. Special Education Rooms 



Dea f . . 

DEAFX 



Emotionally Handicapped. 
EMOHA 



Educable. Mentally Retarded, 
EDUMR 



Trainable Mentally Retarded..... 

TRAMR 

Children's Hospital............. 

CHOSP'v-, 

8. Music, Ensemble, Ins truments. . . . . . . . 

MUSIC 

9. Other Classrooms ............. - - - • • • • 

OTHCL 



TOTAL PRIMARY EDUCATIONAL SPACE_ 



Sq. Foet 



16.193.40 



i :ALL SPACE 


Sq. Feet 


Ancillary Space 

1 - Maintenance Ancillary Space 


2,798.96 


2. Support Ancillary Space 


6,220.04 


Rdura tional Ancillary Space 


5,772.94 


Ancillary Sub Total 


14,791.94 


Primary Educational Space 


16,193.40 






riRAND TOTAL 


30,985.34/ 
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St3100L: ^^^^^is Elementary 



ANCI LLAKY SPACK 



A. Mainlcnancc: Ancillary Space 

1. : Boiler Room, Heating/Cooling Facilities 

BOILK 

Z. Maintenance Of f ices/ Rooms 

. M/\1NT 



Sq. I Feet : 



3. Rrst. rooms. Lavatories. 
RKSTR 



Hallways, Entryways. 

XILAM. 



Stairways, Stairwells. 
STAIR 



5;nb Total 8,356.53 

Support Ancillary Space 

I . Ca feteria (student/ faculty) . . . . • . . . . . .... ... •••••• 

■,:-cAFET / 



2: Snackbar. . . . . . • • • • . . • • • • • * * * * 'j ' * V* * 

':; ■■ .■■"sNKBR :■; " 

'y. Ki tchen : and Food Prep. . ....... • - . • • • • 

■ Kijaiv;'-'.'' 

4. Health and Nurse' s Of f ice. . . . - - • • • • 

NURSE • 
• Storage and Supply (all) . . .i- . - . - . . . . • • • - • • • 

; STRGE 

b. Ticket Offices, 

TIKOF 

7. Dressing Rooms for Theatre, Choral , Stage, etc. .. . 

DRESR \ 

8. l.ocker Rooms : and Shower Spaces. . . ... . . . . - . . . • • • • • • 

Boy's — BLKRM 
. Girls — GLK'RM 

9. Adminis trative Of f ices (all) . ... . . . . • 

(Includes ^Iso; Counselor & Guidance 

Offices 209 sq. ft. or less in size) 



>."... . '. 



246.48 
17.22 
1,065.37 
6,849.68 

177.78 



2,109.25 

286.95 
183.53 
1,536.42 



12.25 



542.16 



erJc 
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.'i i II/irrlH Ivl emiMit rtry (i:<>ntimiod); 



;,t;iiiMii: : 



10. Faculty Lounge. . . — . . — . . . . 

FACLG 

11. Faculty Work Rooms, Planning Spaces.. 
FAWKR 

Sub Total 



Sq.:; Feet 



382.17 



5,052.73 



Kdut-aLional Ancillary Space 



Cymi^asiuin and all Athletic Rooms and Bleachers. 
Boys--BGYMN . 
Girl 's-'CGV^IN 

Audi torium and Ba Icony 

AUDRN 



Thea ere. 
TOETR 



10, 



Multi-Pur pose Rooms 

MLTIP 

Instructional Materials Center or Learning 

Center or Learning Resource Center 

XXI MC 

Stage. .:. . •. ••• • • • .•• •> • • • •••• " • " • • • • 

STAGE, VV . 

Library, Check-out Counter. . . ....... . - . - . .> . . - . - 

I Audio-visual Center, Broadcasting, Projection 
Boo th , e t c. • ; • > . i* • . • ..... . . ....... . • . • • • • • • • • • • * 

->VCTR, ,■ :;. ■ ; ■ ,' 

Student Offices. Includes such^ rooms asjSchool 
Store, Student Government , Student Yearbook, 
Darkrooms , Student Paper , etc. . . .;. . ... . . . . . . . . . . 

Counsel] ing and Guidance Centers, 
209 sq. ft. in size) . . . . . .i. . . . . . . 

COCTR 



3,072.241 



1,038.08 



1,039.82 



(Offices over 



1 1 . Stud en t Lounge- . . - • . . ........ . . ..... . . . • . . ... • • • 

■"STULG 

12. Small Primary Educational Space (any education 
space 500 sq. ft. or less in size)*. . . • ....... . 

SPEDS : 



106.36 



*This space would normally be classified as Primary Educational Space 
but due to its small size of 500 sq. ft. or less is instead classified 
as Ancillary Space. 



. Hiirris Kl.Miientary (Continued) 



ANCiLlAKY SPACi: (Conlinued) — . 


Scj. Feet 


1 T I ic i. iinknowii Anci 1 1 arv Space • . . , 




- UNKAN 




Sub Total " 5,25b. :?U 








TnTAT. ANr:n.iJVRY SPACE 


18, 665 . /6 






IM<1MAKY KDUCArlONAL bPALh'^ 


Sq. Feet 


1 • Gtiiiera 1 Classroom. • • • • 


12,402.25 


GKNCL 




t r.cJ n c i3 1 1 ona i Ltd uu r«i lu t x co 








P Ml A u 








1 A T A U 




Science Laboratory..-.-. • ^ 


■ ■ ■ ■ . ' 






'^Othcr" Laboratory • 




'T"T A It ' 




3 . Lt*c lii re Koona • • - * ....... >» •••••• • • • • • • • • • 




■ Ll'.LKlM 




C; . Home tconomi cs . • • •. • • • 




■'hecon 




Industrial Arts 












Industrial Mechanics,.... 




MrfLnA 




Woodworking, Cons truction. ......••.•••< 








; Electrici ty. Electronics. ^ • 




' .. :, LILBCT : ' •■ , ■ ; ■ ; ' / ,'. , , ' . 




Dra f ting. Mechanical Drawing. ................ 









Mil: space is greater than 500 sq. ft- in size. 



saiOOi.: Harris elementary (Continued) ; 








Industriai Arcs vL'0"*--*-^'"'=v*/' 

Automotive,... 

;■■ ■ 'AUTOM' 


; 1,927.68 
963.84 


; FOjlET 

6. Student Rooms (includes play rooms, quiet rooms, 
activity rooms , study rooms, work rooms, 
reading rooms, listening rooms, large group 

rooms , etc.)......- • • • • •••• 

7. ■ Special Education Rooms : 


; DEAFX ; 

EMOllA 
EDUMR 

Trainable Mentally Retarded 

■ TRAMR ' ■, 

Chi Id r en * s Hos pi tal. ^ .| « 
CHOSP 

8. Musici Ensemble, Ins truments.i •> 

■■]:: : ■ MUSIC '■ ' , i' 

9 • 0 th er Class rooms • • • • ... ^ ...•............•*•. • • • • • • • • 

■■' . OiriCL 


TfiTAT/PRTMARY EDUCATIONAL SPACE 


15,293.7.7 








allvSpace: . ■ , 


Sq. Feet 


i Ancillary Space 

1. Maintenance Ancillary Space 

2. Support Ancillary Space 

3. Educational Ancillary Space 

•Ancillary Sub Total 
Primary Educational Space 


8,356.53 
5,052.73 
5,256.50 
18,665.76 
15,293.77 


GRAND TOTAL 


33,959.53 







ERIC 
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SUiOOL: Howard liLementary 





si^ack: 






Sq. Feet 


: ANCl LLAKY 








A. Maintenance Ancillary Space 






273.25 










■ . •!• . 


Boiler Room, Hea ting/ Coo ling 


Faci li ties • • • • • 




BOJLR 






191.99 




Maintenance Offices/Rooms. . . . 






2. 


. . . . 


. . .'. 
















Kost rooms, Lavatories. 






841.51 


3. 


. . . . 








RKSTK 






7,555.60 








4. 










XILALL 
















192.00 


5, 












STAIR 












Sub 


Total 9.054.35 




B. . Support Ancillary Space 




1,953.52 


, ; , 1 .■ 


Cafeteria (student/ faculty) . 










cafet ; 










Snackbar . • • • • - 




. ... . . • . • , • • • • • • • • • • 






SNKBR' 






?64 78 










Kitchen and Food Prep. . . . . . - 


. . . 1 . 


. . :. . . . • . • • • • • • • • • • • 






JKITCH 






o no A 1^ ' 

ZUZ.03 ; 








4. 


Health and Nurse* s Office. 




• . . ..... . • • • • • •. • • 






NURSE \ 'r. 






• 526.05 








5. 


Storage and Supply (all).... 


. . . . 


... . . . ... ..... » • • • * 






STRGE 








6. 


Ticket Offices • 


.... 


. . ... . . • ** ** ** 






TIKOF 








7. 


Dressing Rooms for Iheatre, 


Choral, Stage, etc.... 






DRESR 








8. 


. Locker Rooms and Shower ■ Spaces. . 


.. • . . . .. . . .. .. .. . . 






Boy*s--BLKRM 










: Girls--GLKRM • 










Administrative Offices (all) 






360.28 






• . . . . . . . . . . • • • ** 




'■■[ (Includes also Counselor & Guidance 






Offices 209 sq. ft. or less 


in 


Size) 





ERIC 
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SCHOOl.: 



Howard KlemtMUary (Continued) 



ANUII.IAKY SPACli 1 Con t Liujecl ^ 



Cl- 



10. Faculty Lounge............ 

11. K^'ully Work Rooms, Planning Spaces.. 
FAWKR 

Sub Total 



4,221.92 



ul u c a t i o n a r A II c i 1 1 a r y Space 

1. Gymnasium and all Athletic Rooms and Bleachers. 
Boys--BGYMN 
Girl 's--GGVmN 



2. 



Auditorium and Balcony. 
AUDW^ 



'riiea tre. 
TllETR 



Mul ti-Purpose Rooms, 
M3.TIP 



5. 



0. 



9. 



10. 



11. 



12. 



Instructional Materials Center or Learning 

Center or Learning Resource Center.. 

X^'IMC ' 

S ta ge. 

STAGE 

Library, Check-out Counter. . . . . . . . . . . . . . . . 

LIBRY 

Audio-Visual Center, Broadcasting, Projection : 
Booth, etc. . 
AVCTR 

Student Offices. Includes such rooms as School; 
Store, Student Government, Student Yearbook, T • 
Darkrooms , St uden t Paper, etc. . . • . • . . ... . . • . • « • « 



Sq. Feet 



475.31 
439.33 



3,114.91 



(Offices over 



Counselling ;and Guidance Centers, 
209 sq. ft. in size) , 
COCTR 

Student Lounge. • .......... • • . . . . • 

STULG 



: Small Primary Educational Space (anyi education 
space 500 sq. ft. or less in size)*. . . . . . • . . . . . 



338.55 



1,719.93; 



374.176 



*'rhis space would normally be classified as Primary Educatipnal Space 
but due to its small size of 500 sq. ft. or less is instead. classified 
as Ancillary Space. ' . 



EKLC 
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ScniOOL: Howard elementary (Continued) 



ANCILURY SPACK (Continued) 



13." Use Unknovni Ancillary Space. 
UNKAN 



Sq. Feet 



Sub Total 



5;548. 15 



TOTAL ANCILLARY SPACE_ 



l»IU M/\KY l-DUDVnONAL SPACE* 



T . General; Classroom. ....... 

GKNCL 

2 . Ii:dac:a t ional Laboratories 



Reading Laboratory. 



18,824.42 



Sq. Feet 



(P) 512.06 
20,679.63 



Language Laboratory, 
IAI>AB 



Science Laboratory. 
SCLAB 



**0ther"; Laboratory , 
OTLAliV 



3. Lecture Rooms. . 
LECRM 



4. Home Economics....; 

: HECON 



Industrial Arts 

Metal Works....... 

METAL 

Industrial Mechanics........ 

MECHX 

Woodworking, Construction. . . . ...... . . . 

WODCO : ; 

Electricity, Electronics. .... . . . . • • > • • 

ELECT 



Drafting, Mechanical Drawing. 
DRAFT . 



*A11 space is greater than 500 sq. ft. in size. 



SCHOOL: 



H o wa r d E I emen t a r y ( Cpn t i nu ed ) 



P HI MA RY KDUCA TlONAl. SPAc:K (C:«)n tinuod) 



Indus trial Arts (Continued) 



8, 



Automotive, 

AUTOM 



Forestry, 
FORET 



Student Rooms (includes play rooms, quiet rooms, 
activity rooms, study rooms, work rooms, 
reading rooms, lis tening- rooms , large group 
. rooms , etc*)* • • ••• • • • •• ••• *• • • • 

STURM : 

Special Education Rooms 



Deaf, . 
DEAFX 



Emotionally Handicapped. 
EMOtlA 



Educable Mentally Retarded, 
EDUMR 



^.Trainable Mentally Retarded. 
TRAMR 

Children's Hospital.. < 

CHOSP : 

Music j Ensemble, Ins truments . . . . 

,MUSl,c::';,:: .. 

other Classrooms. ... ... ... ...... 

OTHCL/; 



Sq; Ftiet 



TOTAL PRIMARY EDUCATIONAL SPACE 



21,191.69 



ALL SPACE 



Sq, Feet 



Ancillary Space 

1. Maintenance Ancillary Space_ 

2. Support Ancillary Space 

3. Educational Ancillary Space_ 



Ancillary Sub Total_ 
Primary Educational Space ___ 



9,054.35 
: 4,221.92 

5,548.15 
18,824.42 
21,191.69 



GRAND TOTAL 



40,016.11 



EKLC 
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S(3100L: Laurel Hill Elementary 



■ ANCILLAKY SPACK 


Sq. Feet 


A. NainliMiance Ancillary Space 

1. Roller Room, Heating/ Cooling Facilities . 

■' . ■] : ..IiO,lLR; 


; 205.94 


2. Maintenance Of f ices/ Rooms • 
' . MA INT 

3. Kcsc rooms, Lavatories, • • . . . . . . 

KKS'l R 


821.90 
3,517.49 


XUALL 








STAIR 




Sub Total 4,545.33 




B. Support Ancillary Space 

1 , Ca feteria (student/ faculty) ^ ^ • • 

■ :;'cAFET' 


2 534.23 


2 . ; Snackbar. . • • • • • • • • * - ^ * • • • • • • 

,SNKBR ■ ■ '^V 


203.06 
112-88 
1,391.89 


3, : :Ki tchen and Food Prep, • * > . ... . • • • • • • • • • • • * 

KITCH 

: 4 , Heal th and Nurse' s Office^ ... . ... . • . . • • • • • • • • • • • • 

■ -i'-NURSE:,' 

5. Storage and Supply (all) ••• 

l::'" " STRGE': 


: 6 . Tick e t Offices . • • • • • • • • • . • • • • • • • • • ' 

■■ TIKOF;,:,. 




i i 7, Dressing Rooms for Theatre j,. Choral, Stage, etc. . ... 

; ■ . ;■ ■ DRESR: 'i/ ■/ ; ; ■ 




' ' ' 8. Locker Rooms and Shower Spaces < 
./Boy's — BLKRM , :: ' ; : ■ \'/ ; ' ■ '--'^ • ^ 
; Girls--GLKRM ; . : I:'' ■■■ 

/ ' 9 Administrative Offices (all) • • 
(Includes also Counselor 6t Guidance 
Offices 209 sq. ft.' or less in size) 


531.45 



Laurel Hill Lleinentary (Continued) 



AN i l l .1 A KY ; ; PA C E ( Con t i n u eil \ 



10. Faculty l.ounge. . . . . , . • 

: FAcu; 

11. F;^uKy Work Rooms, Planning Spaces.. 
FAWKK 

Sub Total 



5,502.42 



V, Hdui a'l i ona l Anc i 1 la rv Space 

1, Gymnasium and all Athletic Rooms .and Bleachers • . 
i Boys--iiGYMN ' 

Girl's'-GGYMN 

2, Audi torium and Balcony, 

AUOKM 



Theatre • • • • r • • 

raKTR 

Multi -Purpose Rooms. . . . . 

MLTIP 

Instructional Materials Center or Learning 
Center or Learning Resource Center. . . ... . . 

XXIMC 



8. 



10. 



II. 



12. 



Stage. • 

STAgL'. . " 

Li hra ry , Check-out Counter - ..... V. . • • - • • • •••••• 

LIBRY -f \: 

Audio-Visual Center; Broadcasting, Projection : 
Booth , etc. . . . .:. . ........ . • • • • • • • • • • •:• • • 

■ AVGTR;"^ -i:^ ■ : ^ . 

Student Of ficesV Includes such rooms as ; School 
Store, Student Government, Student Yearbook, i; 
Darkrooms, ; Student Paper, etc. . . ^. . . . . i . ......... 

Counselling and Guidance Centers.: (Offices over 
209 "sq . ft; in size) . .......>...•• • • • • 

■ COCTR 

S tuden t Lounge. . . . . - > . - . • • • • • • • • • • • • • • • " * • * * ' * ' 

■Small Primary Educational Space (any education 
. space 500 sq. f t . or less in : size)*. . . . . . . . - . ... . 

'SPEDS .-['^ ■['■^ ' 



Sq. Feet 



267. 03 
461.88 



3,176.03 



648.50 
233.40 
1,155.60 



239.56 



370.52 



★This space would normally be classified as Primary Educational Space 
; but due to its amall size of 500 sq. ft. or less is instead classified 
; as Ancillary Space. 
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Luiirel I!' 11 Elementary (Continued) 



ANCILUXKY SPACIv^ (CoiUinued) 



I . : Use Unknown Ancil lary Space . 
UN KAN 



Sq, Feet 



Sub Total 5,823,61 



TOTAL ANCILLAf^Y SPACE, 



IM{1M/\KY EDUO\T10NAL SPACE* 



il . : General I Classroom. 
■ ;i GENCL 



15;871»36 



Sq. Feet 



9,718.12 



2 . Kducni ional Laboratories 
Kradlng Laboratory;.. 



Lnhguage Laboratory. 



Sc i unce Laboratory. . .;. . 

"Other" Laboratory. . .; . . 
0TI>Ai5 



LfCttirc Rooms. 
LECKM 



Home Economics. . 
IIECON 

I ndus trial Arts 



Met a I Works. 
MK'IAL 



Industrial Mechanics*. . ....... 



Woodworking, Construction. 
WODCO 



Electricity, Electronics. 
ELECT 



Ora f ting. Mechanical Drawing. 
DRAFT 



*All space is greater than 500 sq. ft. in size. 
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saiOOL: Uiire 1 Hill Elementary 




' primary EDUCATIONAL SPACE (Continued) 


Sq, Feet 


^ :■; : Indus trial Arts (Continued) 

i Automotive ..•....-.->. • • • • • • • • • • • •"r-^* • • 

■ ; . -AUTOM ^ : 

Forestry, . . . . . • . ........... . . • • • • • • • • • • • • • • • • • ; • • • * ; 

]' ■ FORET" 

6. Student Rooms (includes play rooms, quiet rooms, 
activity rooms, study rooms, work rooms, 

■reading rooms, listening rooms, large group 

rooms, etc. )......•••••••••••••••• • . . • * • • • 

'STURM.^ 

7. Special Education Rooms 

Dea 
\ DEAFX 

Emotionally Hand icapped^ 

■■ ■„ ■ . ■ EMOHA,. ■ : ' 

Educable Mentally Retarded. • • 
' EDUMR , , . • 

Trainable Mentally Retarded.... 

.'tramr' 

Ch i 1 d pen 's Hospital. • . ... .• . • •••• • ••••• •« 

■ ■ ' CHOSF ■■■ ^ , ■■■ ■ ■ ■ 

8. ; Music, Ensemble, Ins truments. ' 

,'■ ' , MUSIC . 

9 . Other Class rooms 

othll 


' ' ■, 
1 ■■ ■ .■ ' . 


THTAT. PRIMARY EDUCATIONAL SPACE 


9,718.12 








■ ALL SPACE 


Sq. Feet 


Ancillary Space 

1 Main^rpnancG Ancillary Soace 
7. Supoort Ancillary Space 

PHiinafinnal Ancillary Space 
Anri 11 arv Sub Total 
: ; Primary Educational Space 


4,545.33 
5,502.42 
5,823.61 
15,871.36 
9,718.12 


GRAND TOTAL 


25,589.48 
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SCHOOL: Lincoln liil enientary 







STACK 






Sq. Feet 


ANCILL/VRY 






A. Maintenance Ancillary Space 










.ri — \ ' — ■ 

Boiler Koom, Heating/ Cooling 


Faci li ties 


410.49 




BOILK 










Maintenance Of f ices/ Rooms. . . . 


. . . • 






• 


MAINT 










Rostrooms / Lavatories . .... . . . 






' 822.14 ; 




. . . . 








RKSTR 










Hallways, Entryways. . . . •> • . • • 






7,815.04 




. . • • 


...... . • • • • • * . • * * • 




XllALL y : 










Stairways , Stairwells. ....... 


... 4 


•••••• 


1,145.94 

- ■ ■1, "■ ■ ■ . , 




STAIR 












Sub 


Total 10,193.61 




B. Support Ancillary Space 








Cafeteria (student/ faculty) . , 


... 


....... ., . . • • • • • *, • * • 


1,241.43 




CAFET 










Snackbar . 


■ . • * 


. . . . . . . .. ... . . • •• •• 






SNKBR 










Kitchen and Food Prep. ..... . 






182 00 




. . . • 








KITCH 










Health and Nurse' s Office. . . 






144. 11 


■ 4. 


. . . ., 


. . . . . . • • . • • * 




NURSE : 










Storage and Supply (all) . . . . 






1,888.80 




. . . . 






STRGE 










Ticket Offices. .. . . . . - • • - • • - 




« . . . . ... 






TIKOF 








■■ . 7. 


Dressing Rooms for Theatre, 


Clioral, Stage, etc/. . . 






DRESR 






V . 


8. 


Locker Rooms and Shower Spaces.. 


.....li....*.***-*^* ' 


* ,'■ ■ ' ■ . . 




: Boy's— BLKRM 










Girls — GLKRM. 










Administrative Offices (all) 






844.24 




. ' . . . 


• . . .. .. . . .• • • ..♦*• 




(Includes also Counselor & Guidance 






Offices 209 sq. ft, or less 


in 


size) 
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iCiUU)!.: T. i n c o 1 n E 1 enic>ntajry _ ( continued ) 
^NClt.lAKY Si^ACK (Continued^ ' 



10. , KaciiUy Loun^i'. ...... .... ... 

FACUi 

1 1 . : F.J/ nlty Work Rooms, P lann ing Spaces .. . 
FAWKR 



Sub Total 



5,016.38 



i.ciii. as ional An^^ i Llary Spact.> 



EKLC 



gymnasium and all Atlilelic Rooms and Bleachers. 

Boys--lu;YMN 

i;i rl 's-^CGYMN 

Audi t nr i nm and Ba 1 conv 

AUDKM ■ ' 

T'hca t rf . , . . . . • . . . . . . . • • • • • • • • ' ' ' ' " 

•niKTR 

Mu I t i -Purpose Rooms • • • • • • • • 

Inst ruL'L ional Materials Center or I, earning 
Cent er or Lea rning Resource Center. . . . . . ..... . 

XX IMC 



10. 



1 li 



12. 



STACK 

Lihrary, Check-out Counter. . . • - • 

LIBRY 

Audio-Visual Cen terv Broadcas ting, Projection 

Booth , el c. ..... . . . i 

AVCTR 

Student Offices. Includes such rooms as School 
Store, Student Government, Student Yearbook, 
Darkrooms, Student Paper, etc 

Counselling and Guidance. Cen ters . (Offices over 

209 sq. f t. in size) 

COCTR 



Student Lounge. 
STULG 



Small Primary Educational Space (any education 
space 500 sq. ft. or less in size)*. . 
SPEDS 



Sq. Feet 



555.21 
160.59 



6,352.60 



866.02 
1,058.00 
818.48 

48.00 



708.00 



*This space would normally be classified as Primary Educational Space 
but due to its small size of 500 sq. ft. or less is instead classified 
as Ancillary Space. 



SCilOOL: 'Lincoln EiemcMitary (coatinuod) 



AN CI LLA RY S PAC K ( Con t inued ) 



13. Use Unknown Ancillary Space. 
UNKAN 



Sq. Feet 



Sub Total 



9.851.10 



TOTAL ANCILLARY SPACE^ 



25,061.09 



I'KIMARY KDUCATIONAL SPACE* 



Sq. ' F-eet 



1. General Classroom.. 

GKNCL 



10,323.86 



2 . ^ Kducali onal Laboratories 

Koading Labora tory. . 

- Language Laboratory, • 

Science Laboratory.......... 

SCLAB 

"Other*V Laboratory, 
OTLAB 

S . Li'C t u re Kopms 
LECRM 

It, Home Economics 

HECON 

Industrial Arts 

Me t a 1 Works . ......•.•-.•.•-« 

- MKTAL 

Indus trial Mechanics . ...... . 

MECHX 

Woodworking, Construction.. 



Electricity, Electronics. 
ELECT 



. • . • • * 



Drafting, Mechanical Drawing. 
DRAFT 



*A11 space is greater than 500 sq. ft. in size. 
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SaiOOl.: iJiKoln i:rementnrv (continued) 




: PHI m RY EDUCIA Tl ON A L S PACK (Continuea) - [ _ . 


Sq. Feet 


; industrial Arts (Continued) 

: Automotive. . . . . . . ........ • • • • • • • • ' ' * / 

^ AUTOM " 

Forestry. 
FOKbiT 

6. Student Kooms (includes play rooms, quiet rooms, 
activity rooms, study rooms, work rooms, 
. reading rooms, listening rooms, large; group 


842.48 
640.31 


STURM 

7. Special Educa tion Rooms 

Doaf..... 

■■ . ;„ DEAKX ■ 

Emotionally Handicapped. 

' EMOllA ■ 

Educable Mentally Retarded, .............••>•••• • 

■■ ' ■ EDUMK ' ■ ■■ ■; 

' Trainable Mentally Retarded...... 

TRAMR 

Children Vs Hospi tal ............. ..v. 

CHOSP 

8. Music, Ensemble, Instruments. - 
MUSIC 

9. Other Classrooms 

OTHCL •: 


^ THTAf PRT MARY RHUCATIONAL SPACE 


11, 806. 65 










ALL SPACE 


Sq. Feet 


/Ancillary Space 

1 Mfl^n^pnanre Ancillary Soace 
Support Ancillary Space 

1 . : r^uUCa L 1 oriel 1 /vllU. JLJ.J.aJ.yiJp'"^^ 

Anrfll^ry Sub Total 

Primary Educational Space 


10,193.61 
5,016.38 
9,851.10 
25,061.09 , 
11,806.65 


HRAND TOTAL 


36,867.74 
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SUlOOl,: j.tt;Qornack Elomen tar;/ 



ANCU-LAKY; SPACK 



A, Hnintenancc Ancillary Space 

1; Boiler Room, Heating/Cooling Facilities. 
BOILR 

Z, Main tenance Of f ices/ Rooms • • 

■' ■■■ •■■ MAINT. ■ ■ 

'3. Krs Lrobrns , Lavatories. • ...... 

KESTR' / ^ ' 

4; Hallways, Entryways. . . ......... . . ... v* • • 

■ " •,' XHALL; , ■ ■ : 

5, Stai rways, Stairwells. • 

".STAIR ,'; , . .'. 



Sq. Feet 
(P) i 63.80^ 
183.52 

260.92 

610.65 

4,724.08 



Sub Total 5,842.97 



IV: Stipport : Ancillary Space 

1 . Cafeteria (student/ faculty) • • 

CAFET ■ ■'■ " ■.: 

2. Snackbar. . . . . ... • • • • • • • • * • • • • • • • • 

SNKBR 

3. Kitchen and Food Prep. . . . ... • • • • • 

KITQl 

4. Health and Nurse*s Office ................ 

. ^ NURSE 

5. SLbrago and Supply (all) 

STRGE.;, 

; b. Ti<^^^t Offices. ... . . • • • • • • • • • • • • • 

' TIKOF- ■'. 

i 7. Dressing Rooms for Theatre, Choral, Stage, etc. 

• DRESR.;' ' :V ■ ■ ■ ■ ■ 

8. Locker Rooms and Shower Spaces, 
; Boy's — BLKRM 
Girls — GLKRM ; 



I ...... . 



9. ; Administrative Of fices (all) . . . . ... . . 

(Includes also Counselor & Guidance 
' Offices 209 sq, ft. or less in size) 



. . . . . . . 



2,304.18 

442.01 
190. 84 
786.71 



560.53 



ANUII.IAKY SPACE ■(Coulinued^ 


Sq . Feet 




Facu 1 iy Lounge. . ......... . . . . . . . . . . . ......... . . . . . . , 

.FACLC; , ' ; ■ ' 


505. i; 




; Kn.- ul ty Work Kooms , Planning Spaces . . ... . . . . • . • . . . . 

FAWKR 


440.04 




Sub Total 5,229.41 




C. I'!(ivua t iona I Ancillary Space 




1. 


(T.ymnasium and all Athletic Rooms and Bleachers .... 

BoyS'-liGYMN 

Girrs-'GGYMN 


3,776.16 




Auditorium and Balcony....... 

AUDRM 1 






••^•• * .>. .• .... ... ..... •. •. .... . .. •.• .........a. ... m 

'niETR 






Mul t i-Pur'pose Rooms . 

MLTIP ■ ■ 






Instructional Materials Center or Learning • 
Cent er or Learning Resource Center. . . . . . ... . . . 

;,XX1MC 






'STAGE I 




; 7 ■ 
■. ' ' ' 


iti orary ^ L/necK~*ou c L/Oun cer. • ... . ... . . . . . .. . . . .. . .. . « 

'^LIBRY ■ . 


. .1,670.08 


- ■ .8-. 


Audio-Visual Center, Broadcasting, Projection : 
' Bo oth,:.' et,c.. ...,«. .. .... .e >..... .... .... .. . 

■AVCTR ■ ■ ' 






Student Offices. Includes such i rooms as School 
Store, Student Government, Student Yearbook, 
Darkrooms ,; Student Paper, etc. ... . . . . . ... ........ . . . 




lU. 


Counselling and Guidance Centers. (Offices over 
209 :S^.: ft. in size^. .. .. ... .. • . ..... . . .. .. . . . . .. . . . 

COCTR 


331.00 




St ud en t Lounge • .......... .................. 

.,STULG-: 






Sma 11 Primary Educational Space (any education 
space 500 sq. f t. or less in size)*. . . .... .... ...... 

■.SPEDS \ ■ ^ ■■; . ■ 


2,207.96 



*This space would normally be classified as Primary Educational Space ' 
but due to its small size of 500 sq. ft. or less is instead classified 
• as Anci llary Space. 



SCIKU)!.: Mrr ornack .ELementiarv (con tinued^ ' ' . 

ANC:iLIARY Sl'ACK (Continued ) — __ 

" " 'i *i. Urto Unknown Anci 1 larv Space. . . . • • • • • • • • • 

;UNKAN ■ 

.Siib Total 8.302.31 



TOTAL ANCILLARY SPACK. 



|'U1M/\KY KDUOXTIONAL SPACE* 


\ Sq. Feet 


1. General Class rcom 


13,655.13 


.. CKNCL ■ ^ ;■■ . . , •/ 




1-!. Kducntional Laboratories 




Heading Labora tory ....... . ;;.;.;^.v . • • • • 








Language Labora tory • 








Science Laboratory. ......... . . • • • 




■ ' ; . . , SCLAB ■ ^ ■ 




"OLiier'* Laboratory. • 




OTLAB 




1. Lt'C tu re Rooms . ...... i.... ••• 




LECRN 




A . ilome Economics ........ .... . . * • 




IIECON 




S. industrial Arts 




Metal Works.... 




ME'iAL 








. ■- MEQIX , . ■. ■ , , • 




Woodworking, Cons true tion ...................... • 




. r\ ■'■:[.. [' r WODCO .\ \ > ^ 




Electricity, El ec tronics 




' : ■■■ "V ELECT.'';.— ■ 




Drafting, Mechanical Drawing..................... 




. ■ ' DRAFT ■ ■ ■ ;'v; ■. ' v;'""' 





*Air space is greater than 500 sq. ft. in size. 



SCHOOL.: McCornac!-. KlLMUGiUary (continued) 



PRIMARY 


KDUCATIONAL SPACK (ConC i nueil) r 


Sq. iFeet 


Industrial Arts (ConLinuod) 






Automo t i ve. . . • • • . .... 1 • 






A U iUM 






Forestry. 






FORET 




6. 


■■'Student Kopras (includes play rooms, quiet rooms, 






activity rooms, study rooms, work rooms, 






reading rooms, listening rooms, large group 












STURM 




7. 


Special Education Rooms 






Deal • .. p . .,* .. ... .. .. . .. • .♦ 






' ■DEAFX- 






Emotionally Handicapped. 






\ 'EMOHA'" 












EDUMR 












• tramr' . ■ 












CHOSP 




8. 


Music , Knsembl e , Ins truments . 






MUSIC 




9. 




. " • ; . ■ , 




OTHCL ; 






' lAL PRIMARY EDUCATIONAL SPACE ^ 


14.251.67 


i 








■ALL' SPACE 


Sq. Feet 




Ancillary Space 






1 . Maintenance Ancillary Space 


5,842.97 




2. Support Ancillary Space 


5,229.41 




3. Educational Ancillary Space 


8,302.31 




Ancillary Sub Total 


19,374.69 




Primary Educational Space 


14,251.67 








GRAND TOTAL 


33,626.36 



Magladry Elementary 



ANCILLJVKY 


srAct: 


Sq. Feet 


A 


Mninteuance Ancillary Space 


555.59 




1. 


lVi)i ler Room, Hea ting/ Coo ling Facilities. ........... 

KOILR 




1. 
• 


• MA INT' ■ ■ 

KfSt rooms, Lavatories. . . . . ....... .... ...... ... . . . . . 


329.47 




u. 

5. 


Hallways, Entryways. . , , . . . ....... .... ........ ... . . • 

Stairways , Stairwells, .................. . . • . . • * • • • • 

■ stair;.,' V ■■■■■■ .' , : :, 

Sub Total 2,600.84 


1,621.59 
94.19 


B. 


Support Ancillary Space 






I . 


Cafeteria (student/ facul ty) • • • • • • • • • • • * 

■ CAFET ■ 






2. 


Snackbar. ... . ... ' V * * 

SNKBR 


216.99 




3. 


Ki tchen and Food Pr ep . . . . . . . .......»....•.•••• • • • • • 

KITQi 




U. 


Health and Nurse* s Of fice. . . . •••••• ' * ' 

NURSE " ;• 


143.75 




^• 


Storage and Supply (all) ...... . . . . ... . . • • • • • • 

. STRGE . ■ ' '"'\ -' 


555. 93 




: 6. 


Ticket Offices • • • • • • • • • ' 

TIKOFV' ; 






7. 


Dressing Rooms for Theatre, Choral , ' Stage, etc. . . . . 

■ DRESR; ^ , ■ ^: ■ \- ■ 








Locker Rooriis and Shower Spaces. ................... * 

I3oy's--BLKRM : 
Girls — GLKRM 








i Adminis tra tive Offices (all) ...... . . • • • • • • • • • • • • • • • 

(Includes also Counselor 6c Guidance 
Offices 209 sq. ft. or less in size) 


508.87 
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SCIUMMi: Magla< 
ANV.Il.ljVKY 'Sl'AC 


dry emfnitary (contiinuodl — _ — _^ \ — r- 


Sq. Feet 


10. 


Faculty Lounge. . .. i ..... . ... . • • • • • • • • • • • • • • • • • • • • • • • 


168.31 

' .■\' ■ '■ ■ 




Fnrii J Ly Work Rooms , Planning Spaces . . . . . . 

FAWKR 

Sub Total 2,096.49 


502.64 


CKdurational Ancillary Space 


2,926.14 


2. 

■■ ■■■■^ '^i. ^ 
■■ /i. 


Gymnasium and al 1. Athletic Rooms and Bleachers...... 

Boys — IMTrYMN 
Girl »s--(;GYMN 

Audi to r ium and Ba icony . . • . . • 

AUDRM 

TVjoa t re ..... . . . j. . ...... . • . • • • • • • 

'IllETR ' v: 

Mul t i - purpose Rooms . . ; . ... 

M2.T1P ; 


■ y': ■■, i^:-.' ■3.;' 


InsLructional Materials Center or Learning 
CenLer or Learning Resource Center. . ........... . . . . • 

XX 1 MC 




■0 ; 


Stage.... • • • • • • • . • • 

STAGIi: 






Li brary , Clieck-out Counter . ................ . . 

LIBRY 


1,284.09 




Audio-Visual Center, Broadcasting, Projection 
Booth , etc. .. .. 

AVCTR-" 


151.10 




Student Offices. Includes such rooms as School 
Store, Student Government, Student Yearbook, 
Darkrooms, Student Paper, etc. ..................... < 




'.10.;' 


Counselling and Guidance Centers. (Offices over 
209 sq . f t . in size) . . . ... ... . • » • . . . • . .... .... • . . • • • 

COCTR 






S t uden t Lounge .. .. ... . .. ... .... ■ 

STiJLG^, r ■ y , 




'12/ 


Small Primary Educational Space ; (any educa tion 
space 500 sq. f t . or less irf size) . 

SPEDS;' . . 





*This space would normally beclassified as Primary Educational Space 
but due to its small size of 500 sq. ft. or less is instead classified 
as Ancillary Space. 1 
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SCI 100 L : fVuJijlijr^' " - — ■' ,. ■ ; " 






Sq. Feet 


i\NCILiJ\^>.Y DrAv*U L.wii L xn^i^'-* / — 

,/L'K 1)^5^ Unkni)wn Anci llary Space. . . . • ' ' • • ; ' ' * * ' ' V' 

I':- unkan: . 

Tnrnl 4.361.33 




TOTAT. ANCTIJA^Y SPACE 


9;058.26 


i PRIMARY KDUCATIONAL SPACE* — ^ . 


Sq. Feet 


1/ General Classroom. ...... • 

GHNCL ^' ■ 

? Kducalioiial Laboratories 

V : Kcading Laboratory, . • . . • • > • 

: - • ■ ' KDIAB-', 

Language Laboratory/, . • ' 

: .; , V 'i-AuvB, ■ , .;■ 

;-^ Sclonce Laboratory, . >...••.••■•••• 

SCIAB 

"Other" Laboratory,. — 

OTLAB 

jl, Ltcture Rooms • 

\ LECRM . . . , 

[r^ . A . Home Economics, ' ' ' * ' •••••••• 

■; I ' ^' . hecqn;/ ■ . 

1 S. industrial Arts 

Metal Works . • • • • • • • • ; ' • ' • * ' * * * 

METAL-' 

\ Industrial Mechanics, 

■ ■ ■ " : ■. . MECHX' ' 

■ Woodworking, Cons true t ion • 

\ ' woDco : ■ 

1 Electricity , Electronics. • 

•'■ 'ELECT;' . ■■ , ■■'■;. ^ ^ ^ i; 

Drafting, Mechanical Drawing, . . , . . . • • • 

; ^ " ^■',';draft.\, ■ . . .■ -.:' ' ' ^ :•"'• " '.^ . ; ' .' 


4,852.28 



*A11 space is greater than 500 sq. ft- in 



,S(3iO()L: MMoiadrv Kl cmontarv ( rontinuo.d) ■ ^ _ — _ — «- 


PRimRY I'DUOMLOiNAL SPACli (CuiUinued) 


Sq. Feet 


Industrial Arts (Continued) 

Automotive. ... . . . • . - . • • • • • • • • • • ' ' ' ••;••>••••••••• 

[:{ ■ ■,,!.: ' AUTOM. " ; \ y ■ \ ■ ^ ,;: 

FORET ■ : 

6. Student Rooms (includes play rooms, quiet rooms, 
activity rooms, study rooms, work rooms, 
reading rooms, listening rooms, large group 
rooms , etc.) • #.• .•• • • • • • • • • • 

; STURM 

7. Special Educations Rooms , 

I) 03 f< . . m m m m .. .. a . • .« • • . • • .. .. • • • • • • • 

: iilniot ional ly Handicapped. ^ 
Educable Mentally Retarded....... ........ ....... 

Trainable Mentally Retarded. . 

■/TRAMR 

Clii Id r en * s Hos pi ta 1. -v 

J: ■ ■ ■' aiosp ' ^ 

O, rlUSl.t-, r<n^cniiJLc, xiiauj.uiiiciii-o. . . a . . . . . . . • . • •• . * . • * * 

' ■ MUSIC 

9. Other Classrooms . 

o'thcl' 




TOTAL PRIMARY 'EDUCATIONAL SPACE 


4,852.28 








ALL S?^CE y : ■■■-■■■^ 


Sq. Feet 


Ancillary Space 

1. Maintenance Ancillary Space 

2. Support Ancillary Space 

3. Educational Ancillary Space 

Ancillary Sub Total 
Primary Educational Space 


2,600.84 
2,096:4^ 
4,361.33 
9,058.66 
4,852.28 


GRAND TOTAL 


13,910:94 







SCHOOL: Meadow Lark Elementary 



ANCILLAKY SPACK 


Sq. Feet 


A. MainLenance Ancillary Space . 

\ 1. Boiler Room, Heating/ Gooling Facilities . . . . . . 


508.74 


2. Maintenance Of fices/RooiTis, • 

3. Kes t rooms , Lava tori es, ... . . 

kkstr";'.';'; ' ' 

, 4 . Hal Iways, Entryways. . ... .... .... . . • • • • • • • • • : • • • • • • • 

. ' xiiALL'' ' ; ■ V ■ : V 


1,210.25 
6,922.79 ., 


5. Stai rways , Stairwells. 

' . ■ STAIR;' :^ ' 




Sub Total 8,641.78 




H; Support Ancillary Space 
: ' 1 . Ca feteriar (student/ faculty) . ... . ^ 

■'^'^l- CAFET:/ 


2,216.01: 


2. Snackbar. . . i ; i . ^ . . . . . ... . • • • • •••••• • • 


'617.33 
226.60 
1,873.38 


3. Kitchen and Food Prep y • • 

4. Heal th and Nurse Vs Office. .. . ...... ...... ... 

5. Storage ana ouppiy v^-*- ^7 
■ STKGK 


b. Ticket Of fices ' 

: ■ TIKOF/ 

7. Dressing Rooms for Itieatre, Choral , Stage, etc. . . . 

-'\dresr' ' 


46.51 


8. Locker Rooms and Shower Spaces. 

Boy's — BLKRM 

Girls-"GLKRM 

9. Adminis trative Offices (all) . . . ................... 

(Includes also Counselor & Guidance 
Offices 209 sq. ft, or less in size) 


360.67 
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• , T iT-i/ V I j.nn»n t-/i rv Ccontinued; - 




>,l.MViwi.: ritrciuww — ^ • ■ : 


Sq. Feet 






301.80 


















454. 61 






faWkk 






- ; / Sub Total 6,096.91 




i Kliiii a t i onal Aiuiilaiy Space 




^ • • 


Cyinnasiuni and all Ath Let ic Rooms and Bleachers... - 


3,119.76 










; c;i rl 's--(;GYMN ; s : 












AUf)I<M 








.;, 4 . ; 














Instructional Materials Center or Learning 


458.02 




Ccii ter or Le3 rn i n ^ i\ci>uu Li»t: utM»-«_i.. ...... •••••• 






; xxJMC , ■: ' 1 


■! . 










STAGE 








1 O Q Q 1 

1 , jDy . Ji 








LIBRY 




"H... 


Audio-Vi'suar Center, Broadcas ting, ; Pro jection 












AVCTR 






Student Offices. Includes such rooms as School 




Store, Student Governme'nt , Student Yearbook, 






Darkrooms , Student Paper , etc. . . . - . • • • - • • 




10. 


Counselling and Guidance Centers. (Of fices' over : 


^ 240.00 




209 sq. ft. in size) 






;.;:COctr' ! ■ ■ ..X - ' •■• 






! Student Lounge.......^..- 






STULG , ■;:„: 






Small Primary Educational Space (any education 


382.23 




space 500 sq. ft. or less in size)* 




SPEDS 





r-l-his space would normally be classified as Primary Educational Space 
but due CO Its small size of 500 sq. ft. or less is instead classified 
as Ancillary Space. 



ERIC 
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Meadow K^rk . [• Icmcntary (Cont-inued) 



VV N(:1Uj\RY SPACl-: (continued) 

13. Use Unknown Anci-llarv Upace 



Sub 'IV r ;;1 



5,559.32 



TOTAL A 



!A? Y SPACL 



20,298,01 



lMnM\KY I-J^-HATIONAL SPACE:* 



Sq. Feet 



*r.eral Classroom 
" ;4CL 



20,537.63 



A. 



Kduc^^t io nal Laboratori es 

iKeading Laboratory. ....... . .;'.> . ............ 

Lanpiage LaboraLOry.. 

Sci ence LiaboraLory. . . . . . . . . - . . - • - • • • • • • • • • • • • • • • 

SCUIi 

"OLhor" Laboratory. . ...... ... •••••• 

OTUli 

Lecture Rooms • • • • • - • 

Li-XRM 

Home Kconomics. . • • • • • 

HJ-XON 

InduSL rial Arts 

. MoLal Works. ...... . • • • • • • • • • • • • • •••••• • 

MDTAL , ' 

Indus trial Mechanics . . .......................... 

' MEQIX . 

Woodworking, Construction.;. 

WODCO 

Electricity, Electronics. 

ELECT ■ • ■ : 

Dra f ting, Mechanical Drawing. . . ................. 



DRAFT 



*A11 space is greater than 500 sq. ft. in size. 



ii ; SaiOOl/: .Meadow Lack lillouvontary (Continued) 



PRIMRY EDUCATIONAL SPACK (Conuin 


Sq. Feet 


Industrial Arts ; (Continued) 

1 Automotive. .... 1 • •> • • • 

autom " 

■ P*ores try ' 

■ •FORET ■ ; ,'■ , '[/.-■ • 

6v Student Rooms (includes play rooms, quiet rooms, 
activity rooms, study rooms, work rooms, 
reading rooms, listening rooms, large group 
rooms , ; e tc .)......•......•.••...•••••,•••••'••*•''** * 

■ '■ .'sturm; ■ 

7. Special Education Rooms 

' ' 0 F. . . . • ... . • • • • *'** . . ** . * * *. * * * * * 

. ;DEAFX ■ 

! ;K : Emotionally Handicapped. ....................... * 

"'EMOHA : 

' I : ■ Educable Mentally Retarded 

; ',;edumr ■ ; : 

Trainable Mentally Retarded. .............. .1. ... - 

: Chi Id r en * s Hospi ta 1. ........................... - 

.; '.r ■'■ ■■'.■■■;cH0SP':' ^ '''■t.-:- ■ '''^ 

ft Mi I q *f 'tf* Kn Q pmbl p T n*? t rumpn t a . . i. .••••.•.•.*..•> ^ ••. < 

.y-'..^ : ■^•"^ /MUSIC ^-v/ , ..■V;';/.':', : J'; .ivf:^':'' 
'9. Other classrooms .......................... ...^ . ..'.o < 

,..:^^YoT^lCL^^.:,/;V■■;,;.::V ' ■ ■: 


• :■ ■' .;. ■. 

■' •■' .'■ ■ ■■ 


TOTAL PRIMARY EDUCATIONAL SPACE ' 


20,537.63 







■■ ■ ALL SPACE ■ ■ i- Z;' 


- ■ ■ 

Sq. Feet 


■;' Ancillary Space . ■ 

1 . Maintenance Ancillary Space 

2. Support Ancillary Space 

3. Educational Ancillary Space 

Ancillary Sub Total 
Primary Educational Space 


8,641.78 
6,096.91 
5,559.32 
20,298.01 
20,537.63 


GRAND TOTAL 


40,835.64 ; 











; SOiOOh: parker Elementary 






, Sq. : Feet i : 


A. Maintenance Ancillary space 

. , 1. J^(>iler ' 

i ; 2. Maintenance Offices/Rooms. . . . .... ... - . - • • • • • • • • • ■ • ■ 

■I. 'i: ■ ;■ V' :'MAiNT .' / ; ■ ;■ ; 

3: :K«*st rooms, Lavatories. . . . • • • - . - - - •••••• • " " • " 

A. Hal Iways, Entryways. . . . • • •••••• • ' ■/ • ' " ' ' • 

• '.XILALL: ■■, ';V:,/ ■ 

•\ 1 rwavs Stairwells ^ • • 

■ V;-..;:;" ■.'•■STAIR;!-;- ' '"■''"/[■[■:■ ' ■ ' . 


545.64 
88.04 
1,145 .59; 
4,076,82 

620, I 1 


V ■5;nh Total- ■6,476.20 




Support Anci 1 1 ary Space 

i. Cnfeteria (student/ faculty) ... . - • • . • •> • • • • • 

- [. '.CAFET- ■■:';/^^^^■i:/■>.: ■: ;■.::■■:;:■■■■■ . ■ ■■; . . > ■•■[ 


:;;:^;i:;;;:;-::;'^,:i 


,..■['■' 2. Snackbar. . . • - • • • • • ' " " ' " " " * • " ' * ' * " 

■.,:;SNKBR^';:':' ' ,■ ' '{.fi 

3. Kitchen and Food Prep. . • • • • • ' ' " ' * 

i4. Health and; Nurse's Office. . . - . - - - - - - - - • • • • • • • • 

, NURSE \. , ! ■: . 
. ; ; 5: Storage; and Supply (ali ) . . . • • • • 

■;■•■- -.stkge; ^-■"^■ ^:^'■^;•■.'/^■' 


::,::.:..■:;:•■,, 

:;■.:•;::';■;■■ '?:i2. 30 ; 

?Q2.3C 
.1,141,07 


6. Ticket Of fices. . . . . . • - • - . • • • • • • • • • • • • • • • • • • • ' 

^.■r"' ■ ■ ;tikoF: ;, ■■■•:■,■ r-:':: 




: ^ ?. Dressing i cms for Theatre, Choral, Stage, ecc 

, : ; dresr - ■ ^ ■■■■■■■ •: - : ■' ■ 

8. ; Locker: Rooms and SViOwer Spaces. .... .•>••• • • ; * • • • * ' 

.i ' Boy's — B,LKRM.;i '■.■■: 
,Girls--GLKRM'-„ 

9. Administrative Offices (all).. 

(Includes also Counselor & Guidance 

Offices 209 sq. ft. or less in size) 


: J '-6. 59 





ERIC 



S ( :U O O I . ; P a r k e r E 1 emenL a r y ( con t inued ) 
ANtMI.MHV SPACE (Ci)iu inued > .. ' ^ 



; 0. Pactilxy Lounge. . . . ... . ... 

FACLC 

1!.: : Ka'uUy Work Kooms,, Fianniny Spac>:?s . . 
FAWKK 

Sub total 



Sq. r ect i 



387 J 15 
; 41.02 



'l, 568.49 



C. .^jdura Lional Anc i L larv Space 

: ; 1 .i Gyi^TTjasiunr and all Athletic Rooms and Bleachers. . . 

■-:„■■': ■ - Boys'—JiGYMN- ■■■'][ , 

. Cirl'U--GGYMN:,"; , ; ., 

. . 2: . 2 . Audi torium arid Balcony. ... ...... . . ... . . . • • • • • • • • • 

■ AUDKM ' ; ' " ' • 

3. Thea t re. . ...... . . . . • • • • • • • • • ••••••••••••• 

M , Mul ti -Purpose Rooms ... • . • - • • • • • • • • • • • • • • 

■MLT1P.'>: '■ ■^[■■■^ 

5. ilnstructional Materials Center or Learning 

Center or Learning Resource Ceinter . .... . . .... . . • . 

f). Stage. . .[.:->> . > • .■ • • • •'• • • * •>,• * ' 

;\ ; 'l:!:;:^;.-;. :;STAGEf ^ ■ ; 

7v Li brary ; Check-out Counter. . . ....... 

■ ■ -^i^-V^^ ■.:libry;;.; :V-:^'' ■■/■iy:: \ : ' . ■ '""il \ 

■ ; 8. : Audio- Visual Center, Broadcasting, P- : ^ection 

I Booth,;, etc. ... . . . . . • . . • • •;• • • • • 

■■■avctr:; ''^-v;-- 

■ /^''. 9- Student Offices., . Includes such rooms as School 

Store, Student- Government, Student Yearbook, 
Darkrooms; Student'Paper, etc.... 

Counselling: and Guidance Centers. (Offices over^ 
209 sq. f t . in size) ..... . . ... . r • • 

COCTR 

Student Lounge. . . . . . . . . • . . • • • • ••••••• • • • • ' 

Small Primary Educational; Space (any education 
space 500 sq. : f t. or less; size)"^. . . ... ........ 

[ SPEDS' ;■ 



lU. 



i: 



12. 



3,149.;90 



1,019.05 
205.00 
1,015.44 



325.70 



542.84 



*this space oould normally be classified ^-^.s Primary Educational Space 
but due to its small size of 500 sq. ft. or less is instead classified . 
as Ancillary Space. .■ 



EKLC 
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^:i;ilOOL: L^arkc'V Kl emenL.ary (cohLinued) 

AriCl {JiAt^V iSPACK (Continued)^ 

: I'K Usf llnknovjqn Ancillary Space. 

■■ : ' unkan ■ . 



Sq. Feet ^ 



Suli: To tar ' 6,257.93 



TOTAL ANCILLARY SPACI::£. 



PUUIAKY KDIICATIONAL SPACE*, 



1/ General Classroom. • • • • 



17,302.62 



Sq. Feet 



16,439.54 



i:duc.ii ioual Laboratories 



Kc'ading Laboratory. 



L.' ./^iage Laboratory, 

ialahs 



St: i t-nce. Labora tory. • • . • . . . . . 

SCIjMi ■ !: 



t h or' * La bo ra to r y . 
OTlJVii ; ! 



V. I are Rooms . . . . . . • - • • • • • • - • • 

;';lecrm - ''^'\"][ ?'p-] 

u . Ht)me Economics.:. . . 

HECON r 

S: ; Industrial Arts 



Met a I :Wor:ks • . . . • • . . - ..... ^ • ^ . 

metal' 

indiistrial Mechanics. ♦ . . . . . • • 
Woodworking, Cons truction. , . • 

wobco • ■ 

t.LecLriclty , Electronics . • . . . 
ELECT 



Dra f ting. Mechanical Drawing. 
DRAFT 



*A11 space is grea ter than 500 sq. ft. in size. 
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:■ SQiOOK:, j^irVi/r -'ler-entarv (continued 


PRIMARY EDUCATIONAL SPACl' (Continued) 


Sq. Feet 


■ Industrial/Arts (Continued) 

.:, Auccrr^ct Ive. , 

AUTOM' : . 

Forestry — • • • • • • 

: :■ . FORET,;: , 

(). Student Rooms ( inc lades play rooms , quiet rooms, 

■ ■ activity rooms, study rooms, work rooms, 
.'reading rooms, listening rooms, large group 

'rooms, etc. ).•..••..•.•.•••••••••••••••••••••••••• 

I . . STURM ■ r 

7. Special E(iucation Rooms 

Oea f . . • :» • • • • • • • • • • • •••••••••••••• •••••••••• • • • • • 

.DEAFX ■ 

Emotionally Handicapped, 

EMOHA 

Educable Mentally Retarded. . ^ •••• . 

■ ' - ■ EDUMR^--.' ; ■ 

Trainable Mentally Retarded.. 

..'""i ' ' • TRAMR^ ■ ■■■ ■ : ! 

Chi Id ren * s Hospi tal . ............ . . 

'/iCHOSPV' 

8. Music , Ensemble, Ins truments « 

' z;,;. .■■.MUSIC; \::; ^ : 

9 • Other Classs'ooms c a *•••••••••••• « 

. OTHCL' ■ ■■; 


. . ■. . ■' - ■ 


thtAt; PRIMARY EDIICATIONAL SPACE 


16.439.54 








■'■ -ALL SPACE-;^ 


Sq. Feet 


;■■;■'/!■ ._' Ancillary; Space"' ■■ ■ 
; : K Maintenance Ancillary Space 
2. Support Ancillary Space 
'^. Rducational Ancillary Space 
Anrillary Sub Total 
Primary Educational Space 


6,476.20 
4,568.49 
6,257.93 
17,302.62 
16,439.54 1 


GRAND TOTAL 


33,742.16 







: SUiOOi*: Patterson Elementary 



ANCILLARY 


STACK • ' fii ■ ■ \ 




Sq. Feet 


i ; A. i Maintenance Ancillary Space 






•'' ' v 1. ■ 


Uoi I or Room,- Heating/ Coo 1 ing 


Facilities. ., • • , . . . . • . 


325 . 74 : 




''BO ILK: 






[■■I 2. 


Maintenance Of f ices/ Rooms ^ , , , 


, , •, ,,• • • • • • • • • ••• 


122.06 ■ 




^■ma'int-' , , ^' ■ : 








Kr.s t rooms , Lavatories . , , , , . • . 




1,193.84 : 


, "3.- 






RKSTRi / , ■:. ' 








Hal Iways, ; Entryvays. - , . - 




5,823.48 


A..- 






XHALL ; 








Stairways , Stairwells, , , . - • • , 








STAIR ^ : 










Sub Total: 7,465,12/ 




H. Support Ancillary Spacc: _ : 






■ .'V- 


Cateteria (student/ faculty) . 


■ , , , • • , , , , • • • • • • • • • • • • • • 






'■CAFET i 'V 








Snackbar, ; . . . . • - . . 


.,,••••«:••" • • • • • " 






■:-';snkbr;; . 




393. 21 


■ ■■ . 


Kitchen and pood Prep. . • - - - - 


, , , , • • , , • • • • • * * • 








i 232,89: 




Healtn and Nurse*s Office, , . 


, , , , , , • • • • • • • • • • • • " • • • • 




^■NURSE'- ■ : ' . 
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Storage and Supply (all) . , . , 






STRGE 






: 


Ticket Offices, ,, , , . , • . - • . . . 


,, 6 * i> , • • • • • • • 






■TIKOr , 








Dressing Rooms for Tli eat re, 


Choral, Stage, etc. . . . 






dresr;' : ' 






8. 


Locker Rooms and Shower Spaces , r . ♦ . , • . ^ • • . - - , , . . , 






Boy's — BLKRM; 








Girls— GLKRM j ^ 








Administrative uf iic r , j11) 


, • ; • • • ••••• • • • • • • • 


512.59 




(Includes also Counselor & Guidance 






Officss 209 sq. ft. ol- less 


in size) 





ERIC 
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Sr.lltU)!,: P H r r p rnj ^. " F lf*.!li;irJ' ^ V Y ( » " 1 r. ; V — . — . __ — — - — — - 

Ar^.-rri AkV SPACK (ContinueclV ; ' 


■\ Sq. Feet 


■^■.■■^ To." ■ 


Faail ( y Lovni^e. . . ..... . • • 

FACLC; 

K;i'uUy Work Rooms, Planning Spaces 

FAWKK 

, Sub Total 4,914.85 


288.89. : 
:115.43 


/'.^ i:iiui at:ional Anci ilarv Space 






Gymnasium and all Athletic Rooms and Bleachers. . . • . - 

Boys--liGYMN 

Gi rl :'s- -GGY>lN 

Auditorium! and Balcony. . . . . . . . . . . ........ . . . . . • • • • • 

AUDRM : 


: 3,197.06::: 


•3. / 


Th ea t r e ..... . . • - 

111 ETK .,; 






MuL t i - Pu. I'ose Rooms 

MLTiP 




\['[:^:\, 3.; 


Instructional Materials Genter or Learning ; 
Center or Learning Resource Genter ................ . 

XXI MC .; 




1 '■ ■■! ■■ 1 . 


Stage. ................. •••••• • • • * • * 

::STACt' : ■ 

Li hrary V Gheck-ou t Counter. . ... . . . . 


;i;i09.37;:i 




; Audio^Visual: Center,; Broadcasting, Projection 
Boo th , etc....... . . . . ............. . • . • • • • • • • 

•■:AVCTR 






Student Offices. Includes such rooms as School 
•Store, Student Government, Student Yearbook, 
Da rk rooms . Studen t Paper , etc . ... . . . ... . • • • • • . • • 




■'■10. ■ 


Counselling and Guidance Centers. (Offices over 
209 sq i f t . in size ) . . . . . ... . . . • • . . • . • • • • • • . • . • • • • • 

. COCTR 






Student Lounge. . ............. . . . . • • • • • • • . • • • • • • • • • • • 

■..STULG-,:^':. 






Small Primary Educational Space (any education 
space 500 sq. ft. or less in size)*. ••• 


666.30 



*This space would normally be classified as Primary Educational Space 
but due to its small size of 500 sq. ft. or less is instead classified 
as Ancillary Space. ; 
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Sl IiOOL ' »::iement:ary (continued) 




AMfi] l Ai^v f;PA(:K r Continued) _ 


; Sq. Feet ■ ' 


, 13. IJso ilnknoum Ancillary Space. ...... . 

■ ' •' ■ UNKAN ' i. • — • ; ■ ; 






Sub Total 


4,972.73 








THTAT. ANriT.TARY SPACE 


17.352.70 






PKIMAKY KDUCATIONAL SPACE* : : ': " 


Sq. Feet 


; 1 . General Classroom. . . . .;. . ... ..... . . :- - • - • 

gencl'::' 




: 13,785.41 : 


2. Educational Laboratories 






Reading Laboratory................. 






LaMguage Laboratory. . . . . f 






Science Laboratory................. 

' , ' SCIJ^B ■ ' 


. .,. . . - - . 




••Other" Laboratory. .............. . - 


.:...«...... .* 




J. Lec ture Rooms .. 'I- • 

■ LECRM; -; . ■ 


..........**- 




, A. Home Economics.......... ..--•>.. • 

■ '■^ '■■ HECON 






'>. Industrial AriLs 






. Metal Works. 

METAL 


. . ...•....*• 




Indus trial Mechanics ............. . 


» . • . . . . ... • • • 




Woodworking, Cons true tion ...... ... 

: ■ vodco,. ; : " , .-r ' ^■: 






: v; 1 Electricity, Electronics. .... ..... 

; V/' '■/[ i./'"- ELECT". '■:.':{'],['■':■: i;:;,; ' V 






Drafting, Mechanical Drawing...... 

:' V ■■ „ ' : ' ' DRAFT ; ,■. ^ 







*A11 spac^ .'3 greater than 500 sq. ft. in size. 
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SCHOOL: P a 1 1 0 r siM> K 1 eine n ta ry (con l: in a eel ) 



ERIC 



PP1MARY EDUCAT -^'^' '^'-^^-'^ (Cohtinaed) 
industrial hrts (Continued) ^ 

Automotive. * " 

Forestry. . . . . • •> • • • • • •••••• 

.TOIIET: ■: , ^y''. . ■ ' : ,, , 

0^ StudenL: Kobms [( includes piay roorns. quiet rooms , 

activity rooms/ study; rooms,^^ : 
^ reading roomsv listening rooms , l^g^.^roup ^ ^ ^ 

rooms , etc/) ... V' '* * * V* ' ^" * * ' 

STURM; V; ■ 



Sq . Feet 



7. Special KducaLion Rooms 



Deaf ..v - -- •••r- -------- ---^ 

DEAFX 

Emotionally; Handicapped...--.- 

;emoiia' 

■ Educable Mentally Retarded. . . - . ... • • • • • • • • ' 

■ I'EDUMR.: ■ ■ ' 

Trainable Mentally ; Retarded. r-r - 

, TRAMR^:, ■ ' ' 

' : Children's Hospital. . . . . . . . - - . - • • • • • V' ' ' 

6. Music,: Ensemble, instruments. 

MUSIC'- , ■ 

9. other Classrooms. . - • - . • • • • • • • > • • • ' ' ' * * " * ' ' V 



TOTAL PRIMARY EDUCATIONAL; SPACE, 



Ancillary Space 

1. Maintenance Ancillary Space^ 

2. Support Ancillary Space_ 

3. Educational Ancillary Space_ 




Sq. Feet 

7,465.12 
4,914.85 
4,972.73 
17,352.70 
13,785.41 
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S(3RH)l;: Kive:: Road El ementary 



ANClMiAKY Si'Ai; 



A. Maintt«i\ancc Anci 11 a ry ; Space 



I . B(u U!r Room, Heating/ Cool ing Facili ties . 
Ma inLcnance 0 f f ices/ Rooms . . . . • • • » . • • • • 



Sq. Feet , 



1^, 



Krsi. rooms, Lavatories. . . . . 
KI'STR • 

Hallways, Entryvays. . . 

XllAl.L 

Sta j rways , Stairwells. . . . 

STAIR 



586.90 
50.53 
1,406. 73 
7,455.13; 



Sub Total 9,499.29 



Suppo rt Ancillary Space 

1 j: Cafeteria (student/faculty) ... ... . . . - . • • • • • • • • • ' ' * 

;cAFET- ' ■ ■■■■ • :' ,:. 

2 . Snackba : . . . . .■. . • • • • • • • • • • ^ • • ' ' •/ ' ' * ' i ' 

'■/-;SNKBR," ^ ■ i ^--'^ 

/3. Ki tnhen and Food Prep. V. . . . . . ... ......... . . . . • - • 

Health and Nurse ' sQjifice., . . ......... . . . . . . .;. • . • • 

NURSE- 

5. SLorage and Supply (al L) . . . . . .......... . . • • • • 

■ STRGE'' ■ 

b.l •rlcktit Of fices . . . . ... . . . • .... r; . . • • 

TIKOF;,' . ' 

7. : Dressing Rooms for lTieat;re, di^ etc.... 

/ 8. Locker Rooms and Shower: Spaces. .. . . . . • . . ... . 

.-I; Boy>--BLKRM'':;--V-';: , 
■^. Girls — GLKRM^: \-r -'y 

9, Administrative Offices (all)... . .. .> . v. . 

(Includes also Counselor & Guidance : 
Offices 209 sq. ft. or less in size) 



2,581.25 

329.44 
240.14 
997.49 



; 9.0 



524.74 



SCIKJUL : River; wn n a ! VA f^nien L a r y ( Co n t i n u c> d ) 



Sq.: Feet 



10.; Facul ty Lounge. . . . . . . .....>. • 

FACLC; . 

1,1. ' F.irulty Work Rooms P I aiin ing Spaces.. 
-FAWKR' ' ' - 

Sub Total 



5.557.30 



C. Kdiuaiional Ancillary Space , 

Gymnasium and all Athletic Rooms and Bleachers .. .. 



1 , 



Bovs-- w;ymn : i 

Ci ri 'S--CGYMN ' | 

Auditorium and Balcony...;.. 

AUDRM 

Thea tre. .... ............ . - • 

ITIFTR 



Multi- Purpose Rooms. 

KLTip ; ■ " \ 

Inslructional Materials Center or Learning 
.Center or Learning ; Resource Center. ... 

•■^XXIMC - . 



Stage. 

STAGE 



Library , Check-out; Counter, . . . . • • • 

libry;';;-;':'; ■ / ; '''■'':"■:'.■]' ■ ; y .'■■■^l' 

. 8. ' Audio-Vi sual Center, Broadcasting, Projection ; 

Booth , etc ... . . . . • • • • • • • • • • • • 

.■.■•AVCTR:: , , ] -^'^''['-^ ' --."/■"'i:,: ^^\-/\ \ [ 

9. Student Offices. Includes such rooms as School 
Store, Student Government , Student Yearbook, 
Darkrooms, Student Paper,; etc. . . ............. . . . . . - 

10. Counselling and Guidance Centers. ; (Of fices over 
■ . 209 sq.; ft. in size) .... . . . . . . . .... . - . . . . - • • 

GOCTR ■ 



11, Student Lounge. . . . . . . . . . . . . .> • • . . • * • • • « > 

:. ■ ■•■.-^STULG \:; -'^ \ , : .'v ■ . •}] I' 

12. Small Primary Educational Space (any education 
space 500 sq. ft. or less in si ze) A. 

'•SPEDS .: ■ .-f" .'^i ' 



537.04 
338.20 



4,661.00 



560,40 
484.12 
1.118.02 



547.97 



*'l'hls space would normally be classified as Primary Educational Space 
but due to its .small size of 500 sq. ft. or less is instead classified 
as Ancillary Space. 



St:MOUL: iuver Koail Klementary (Continued) 



/\Nf;i LIJ\RY SPACK: ( Continued) 



11. i list* Unknowrn Ancillary ; Space. 
UNKAN 



Sq, Feet 



Sub Total 



7,371.51 



TOTAL ANCILLARY SPACt!^ 



I'K I K DUaXTlONAL SPACE* 



1 . Cenero L Classroom, 

GHNCL 



j'iduc.i " i ojliil Laboratories 
^^.. '■itt; Laboratory.. 



22,428.10 



Sq> Feet 
16,797.32; 



: .oi^'.uage Laboratory. 



Science Laboratory 



"DLhor" Laboratory 
0't'i>AB 



2,435.94 



; J. LfCturi^ Rooms. 
LKCRM , 



Indus I I iai Arts 

Met.a I Works . 
, MtiTAL : 



Industrial Mechanics. 
MECVIX ; 



Woodworking, Construction. 
WODCO 



Electricity, Electronics. 
ELECT 



Drafting, Mechanical Drawing. 
DRAFT 



*All space is greater than 500 sq. ft. in size 
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SCHOOL: River Road Elementary (Continued) 



PRIMARY EDUCATIONAL SPACE (Continued) 


\ 

Sq, Feet \ 


Industrial Arts QContinuea; 




AUTOM 


FORET 




6. Student Rooms (includes play rooms, quiet rooms. 




activity rooms, study rooms, work rooms. 




reading rooms , iistening rooms , - j&j- v/up 








STURM 




7. Special Education Rooms 




DEAFX 






871.61 


EMOHA 








EDUMR 








TRAMR 












CHOSP 








MUSIC 








OTHCL 




TOTAL PRIMARY EDUCATIONAL SPACE 


20,104.87 







ALL SPACE 


Sq. Feet 


Ancillary Space 

1 MflHntPnance Ancillary Soace 
9 Support Ancillary Space 
T F''"'"'"*"''^"'*'' Ancillary Soace 
Anr-ninry Sub Total 

Primary Rdiicatlohal Soace 


9,499.29 
5,557.30 
7,371.51 
22,428.10 
20,104.87 


r.RANn TOTAT. 


42,532.97 



ERIC 
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SCHOOL: 



Santa Clara Elementary 



ANCILLARY SPACr: 



A, Maintenance Ancillary Space 

1. Boiler Room, Heating/ Cooling Facilities, 



Sq. fee^ 



BOILR 

Maintenance Of f ices/ Rooms. 
MA INT 



j . Res t rooms , Lava tori es . 
RESTR 



4. Hallways, Entryways. 
XILALL 



Stairways, Stairwells. 
STAIR 



H. Support Ancillary Space 

I. Cafeterip (student/ faculty) , 
CAFF.T 



Sub Tnr.l 4,433,09 



2. Snackbar. 
SNKBR 



3. Kitchen and Food fr-:" 
KITCH 

U. Health and Nu:css^*s Offi'-« 
NURSE 

3. Storage and Supply (all), 
STRGE 



6. Ticket Offices 

TIKOF 

7. Dressing Rooms for Theatre, Choral, Stage, etc. 
DRESR 

8. Locker Rooms and Shower Spaces 

Boy's — BLKRM 

Girls — GLKRM 

Administrative Offices (all) 

(Includes also Counselor & Guidance 
Offices 209 sq. ft. or less in size) 



9. 



333.86 
74.89 

760.93 
2,250.15 
1,013.26 



3,126.65 

451.12 
236.64 
1,470.97 



12.53 



367.73 
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S ( llliX ) U : San ta rlara Klementarv ( Continued) 
ANCII.IAKY SPACE (Continued) • 



10. Faculty Lounge 

FACLG 

11. Fnrrulty Work Rooms, Planning Spaces., 
FAWKR 

Sub Total 



6.330.41 



Educational Ancillary Space 

1. Gymnasium and all Athletic Rooms and Bleachers, 
Boys--BGYMN 
Girl»s--GGYMN 



2. Auditorium and Balcony. 
AUDRM 



3. 



Theatre. 
THETR 



Multi-Purpose Rooms, 
MLTIP 



Instructional Materials Center or Learning 

Center or Learning Resource Center 

XXIMC 



Stage. 

STAGE 



7. 
8. 

9. 

10. 

11. 
12. 



Library, Check-out Counter 

LIBRY 

Audio-Visual Center, Broadcasting, Projection 

Booth, etc ^ 

AVCTR 

Student Offices. Includes such rooms as School 
Store, Student Government, Student Yearbook, 
Darkrooms, Student Paper, etc 

Counselling and Guidance Centers. (Offices over 

209 sq. ft. in size) 

COCTR 



Student Lounge. 
STULG 



Small Primary Educational Space (any education 

space 500 sq. ft. or less in size)* 

SPEDS 



Sq. Feet 



296.31 
368.46 



4,526.98 



897.37 
330.00 
1,014.95 



1,249.74 



*This space would normally be classified as Primary Educational Space 
but due to its small size of 500 sq. ft. or less is instead classified 
as Ancillary Space. 
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ScniOOL: Santa Clara Elementary (Continued) 



ANCTLLARY SPACK (Continued) 



13. Use Unknown Ancillary Space. 
UNKAN 



Sq. Feet 



Sub Total 8.019.04 



TOTAL ANCILLARY SPACE_ 



PRIMARY EDUCATIONAL SPACE* 



1. General Classroom. 
GENCL 



2. Educational Laboratories 



Reading Laboratory. 
RDIAB 



Language Laboratory. 
lALAB 



Science Laboratory. 
SCLAli 

•'Other** Laboratory. 
OTLAB 



J. Lecture Rooms. 
LECRM 



4. Home Economics.. 
IIECON 

Industrial Arts 

Metal Works. 
METAL 



Industrial Mechanics. 
MECHX 



Woodworking, Construction. 
WODCO 



Electricity, Electronics. 
ELECT 



Drafting, Mechanical Drawing. 
DRAFT 



*A11 space is greater than 500 sq. ft. in size. 



18,782.54 



Sq. Feet 



15,877.84 
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SCHOOL: Santa Clara Elementary (Continued) 




PRIMARY EDUCATIONAL SPACE (Continued) 


Sq, Feet 


Industrial Arts (Continued) 






AUTOM 






FORET 




6. 


Student Rooms (includes pl-y rooms, quiet rooms. 






activity rooms, study rooms, work rooms. 






reading rooms, listening rooms, large group 






STURM 




7. 


Special Education Rooms 


/ 










DEAFX 












EMOHA 












EDUMR 












TRAMR 












CHOSP 




8. 








MUSIC 




9. 








OTHCL 






THTAT. PRIMARY EDUCATIONAL SPACE 


1S.R77.flA 












ALL SPACE 


Sq. Feet 




Ancillary Space 






1. Maintenance Ancillary Space 


4,433.09 




9. Support Ancillary Space 


6,330.41 




Educational Ancillarv Space 


8,019.04 




Anrillarv Sub Total 


18,782.54 




Primarv Fdiicational Space 


15,877.84 












34, 660". 38 




CRAND TOTAL 









ERIC 101 



SaiOOL; Silver Lea Elementary 



ANCILLARY SPACii: 



Sq. Feet 



A. Maintenance Ancillary Space 



1. 
1. 
3. 



Boiler Room, Heating/ Cooling Facilities. 
BOILR 

Maintenance Of flees/ Rooms. • 

MAINT 



K(>s t rooms , Lavatories , 
RESTR 



4. Hallways, Entryways... 

XIIALL 

5. Stairways, Stairwells. 
STAIR 



Sub Total 7,268.43 



H. Support Ancillary Space 

1. Cafeteria (student/ faculty ) , 
CAFET 



2. Snackbar r 

SNKBR 

3. Kitchen and Food Prep 

KlTQl 

Health and Nurse's Office 

NURSE 

Storage and Supply (all) 

STRGE 

Ticket Offices 

TIKOF 

Dressing Rooms for Theatre, Choral, Stage, etc. 
DRESR 

Locker Rooms and Shower Spaces 

Boy 's — BLKRM 
Girls — GLKRI-1 



7. 
8. 



9. Administrative Offices (all) 

(Includes also Counselor & Guidance 
Offices 209 sq. ft. or less in size) 



325.29 
30.00 
1,485.43 
5,427.71 



2,732.43 

529.05 
310.46 
582,82 



6.66 



563,56 
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SCHOOL: Silver J^ea Elementarv (Continued) 
ANCHJAKY Sl'ACK (Ciiiil iuiied^ 



10. Faculty Lounge, 
FACLG 



1). Faculty Work Rooms, Planning Spaces 
FAWKR 

Sub Total 



6,004.91 



Educational Ancillary Space 

1. Gymnasium and all Athletic Rooms and Bleachers. 
Boys- 



2. 



'3. 



•BGYMN 
Girl's--GGYMN 

Auditorium and Balcony, 
AUDRM 



Theatre. 
THETR 



Multi -Purpose Rooms. 
MLTIP 



Instructional Materials Center or Learning 
Center or Learning Resource Center 



Stage. 
STAGE 



7. 



Library, Check-out Counter 

LIBRY 

Audio-Visual Center, Broadcasting. Projection 

Booth, etc 

AVCTR 



9. 



10. 



11. 



12. 



Student Offices. Includes such rooms as School 
Store, Student Government, Student Yearbook, 
Darkrooms, Student Paper y etc 

Counselling and Guidance Centers. (Offices over 

209 sq. ft. in size) 

COCTR 



Student Lounge. 
STULG 



Small Primary Educational Space (any education 

space 500 sq. ft. or less in size)* 

SPEDS 



Sq. Feet 



453.94 
825.99 



3,378.68 



717.27 



1,493.23 



219.38 



1,829.42 



*This space would normally be classified as Primary Educational Space 
but due to its small size of 500 sq. ft. or less is instead classified 
as Ancillary Space. 



EKLC 



103 



102 



SdiOOL: Silver Lea Elementary (Continued) 



ANCILURY SPACK (Continued) 



13. Use Unknovm Ancillary Space, 
IJNKAN 



Sq. Feet 



Sub Total 7,637>98 



TOTAL ANCILLARY SPACE_ 



1>KJMARY EDUCATIONAL SPACE* 



1. General Classroom. 
GENCL 



2. Educational Laboratories 



Reading Laboratory. 



Language Laboratory. 
lALAB 



Science Laboratory. 
SCLAB 

"Other'* Laboratory. 
0TLAJ5 



20,911.32 



Sq. Feet 



17,489.95 



3. Lecture Rooms. 
LECRM 



4. Home Economics. 
HECON 



S. Industrial Arts 

Metal Works. 
METAL 



Industrial Mechanics. 
MECHX 



Woodworking, Construction. 
WODCO 



Electricity, Electronics. 
ELECT 



Drafting, Mechanical Drawing. 
DRAFT 



FRIC 



*A11 space is greater than 500 sq. ft. in size. 
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SCHOOL: 


Silver Lea Elementary (Continued) 




PRIMARY EDUCATIONAL SPACE (Continued) 


Sq. Feet 


Industrial Arts (Continued) 






AUTOM 






FORET 




6. 


Student Rooms (includes play rooms, quiet rooms, 






acuxVicy rooros , o tuuy *- uuuio , wwi.iv , 






reading rooms, listening rooms, large group 












STURM 




7. 


Special Education Rooms 












DEAFX 












EMOHA 












EDUMR 












TRAMR 












CHOSP 




8. 








MUSIC 




9. 








OTHCL 


• ■ ' ;i .ti 




THTAT. PRIMARY EnUCATIONAL SPACE 


17.489-qS 










ALL SPACE 


Sq. Feet 




Ancillary Space 






K Maintenance Ancillary Space 


7,268.43 




9. Support Anclllarv Space 


6,004.91 




Rducatidnal Ancillary Spac^ 


7,637.98 




Ancillary Sub Total 


20,911.32 




Primary Educational Space 


17,489.95 










GRAND TOTAL 


38.401.27 
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SCHOOL: 


Spring Creek Elementary 




ANCILLARY 


SPACt: 


Sq. Feet 


A. Maintenance Ancillary Space 


412.75 


1. 






BOILR 




2. 




DO •jLj 




MA INT 




3. 




1,111.42 




RESTR 




4, 




J. , . OiC 




XHALL 




5. 








STAIR 






Sub Total 3,490,24 




H. Support Ancillary Space 




!• 




2 ,330.00 




CAFET 




2. 


SNKBR 




3. 




488.87 ' 




KITCH 




4. 




149.71 




NURSE 




5. 




825.21 




STRGE 










6. 








TIKOF 




7. 


Dressing Rooms for Theatre, Choral, Stage, etc 






DRESR 




8. 








Boy's — BLKRM 






Girls — GLKRM 




9. 




403.56 




(Includes also Counselor & Guidance 






Offices 209 sq. ft. or less in size) 
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SlJIOOlri Spring Cree k Elementary (Continued; 
AN(:ilJJ\KY SPACE (Continued) 



10. 



Faculty Lounge 

FACLG 

Faculty Work Rooms, Planning Spaces, 



^WKR 



Sub Total 



5,197.14 



Sq. Feet 



281.61 
718.18 



Educational Ancillary Space 

1. Gymnasium and all Athletic Rooms and Bleachers, 
Boys--BGYMN 
Girl 'S--GG YMN 



2. 



5. 



8. 



10. 



Auditorium and Balcony. 
AUDRM 



Theatre. 
TKETR 



Multi-Purpose Rooms, 
MLTIP 



Instructional Materials Center or Learning 

Center or Learning Resource Center 

XXI MC 



Stage. 
STAGE 



Library, Check-out Counter » 

LIBRY 

Audio-Visual Center, Broadcasting, Projection 

Booth, etc 

AVCTR 

Student Offices. Includes such rooms as School 
Store, Student Government, Student Yearbook, 
Darkrooms, Student Paper, etc 

Counselling and Guidance Centers. (Offices over 

209 sq. ft. in size) 

COCTR 



3,096.31 



1,035.60 



332.12 



IL. Student Lounge. 
STULG 



12. Small Primary Educational S^ ;ce (any education 

space 500 sq. ft. or less in size)* 

SEEDS 



733.61 



*This space would normally be classified as Primary Educational Space 
but due to its small size of 500 sq. ft. or less is instead classified 
as Ancillary Space. 
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sniOOL: Spring Creek Elementary (Continued) 



ANCILIJVRY SPACK (Continued) 



1). rse Unknovm Ancillary Space, 
UNKAN 



Sq. Feet 



Sub Total 5,197,64 



TOTAL ANCILLARY SPACE^ 



PRIMARY l^DUCATIONAL SPACE* 



1. Genera] Classroom. 
GENCL 



2. Educational Laboratories 



13 ^885 > 02 



Sq. Feet 



(P) 926 ,73 
14,712,60 



Reading Laboratory. 
RDIAB 



Language Laboratory. 



Science Laboratory. 
SCLAB 



"Other*' Laboratory, 
OTLAB 



3. Lecture Rooms. 
LECRM 



4. Home Economics. 
HECON 



Industrial Arts 



Metal Works. 
METAL 



Industrial Mechanics, 
MECHX 



Woodworking, Construction. 
WODCO 



Electricity, Electronics. 

ELECT 



Drafting, Mechanical Drawing. 
DRAFT 



*A11 space is greater than 500 sq. ft. in size. 
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SCHOOL.: 


Spring Creek Elementary (Continued) 




noTx^AOv pniirATinNAT. SPACE (Continued) 


Sq. 


Feet 


Industrial 

Autorao 
AUTOM 


Arts (Continued) 










tores t 
FORET 








6. 


Student Rooms (includes play rooms, quiet rooms. 








activity rooms, study rooms, work rooms. 








reading rooms, listening rooms, large group 








rooms 










STURM 








7. 


Special Education Rooms 








DEAFX 


i 














EMOHA 
















EDUMR 
















TRAMR 
















CHOSP 






8. 


Music 










MUSIC 








9. 


Othei: 










OTHci 










jrOT^T PRIMARY EnUCATIONAL SPACE 


15 


.639.33 







. ALL SPACE 


Sq. Feet 


Ancillary Space 

1 M^l^n^*^nflnpp Ancillarv Space 
9- Support Ancillary Soace 
'\ p/^l1r*fl^^onfl^ Ancillflrv Space 
Anr*^ n^rv Sub Total 

Primary Educational Space 


3,490.24 
5,197.14 
5,197.64 
13,885.02 
15,639.33 


HRANn TOTAL 


2q.S24.35 
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SUIOOL: Tw^" Oaks Elementary 





SPACE 






Sq. Feet 


ANCILLARY J 






A. Maintenance Ancillary Space 








* 1. 




594.64 




BOILR 








2. 








340.67 




MA INT 
















610.54 


3. 








RESTR 
















5,015.99 


4. 










XllALL 








5. 












STAIR 












Sub 


Total 6,561.84 




R. SuDDort Ancillary Space 






I. 


Cafeteria (student/ faculty) . • 






2,534.87 




CAFET 








2. 


SNKBR 








3. 








502.39 




KITCH 








4, 








2^4. oo 












NURSE 








5. 








1,211.18 










6. 


STRGE 








TIKOF 








?• 


Dressing Rooms for Theatre, 


Choral, Stage, etc.... 




8. 


DRESR 








LOCKer Kuoins anu ^jiiuwcjl • 








Boy's— BLKRM 










Girls— GLKRM 






354.37 


9. 


Administrative Offices (all) 








(Includes also Counselor & Guidance 






Offices 20? sq. ft. or less 


in 


size) 
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SCHOOL 



. Twin Oaks Elementary (Continued) 



ANCIMAKY SPACE (Continued) 



10. Faculty Lounge 

FACLG 

11. Fnrulty Work Rooms, Planning Spaces, • 
FAWKR 

Sub Total 



5,452.04 



Educational Ancillacy Space 

1. Gymnasium and all Athletic Rooms and Bleachers, 
Boys--BGYMN 
Girrs--GGYMN 



Auditorium and Balcony, 
AUDRM 



3. 



5. 



Theatre. 
1HETR 



Mul ti-Purpose Rooms. 
MLTIP 



Instructional Materials Center or Learning 

Center or Learning Resource Center 

XXI MC 



8. 



9. 



10. 



11. 



12. 



Stage 

STAGE 

Library, Check-out Counter 

LIBRY 

Audio-Visual Center, Broadcasting, Projection 

Booth, etc 

AVCTR 

Student Offices. Includes such rooms as School 
Store, Student Government, Student Yearbook, 
Darkrooms, Student Paper, etc 

Counselling and Guidance Centers. (Offices over 

209 sq. ft. in size) 

COCTR 



Sq. Feet 



306.54 
297.81 



3,088.50 



1,149.13 



1,212.29 



Student Lounge. 
STULG 



Small Primary Educational Space (any education 

space 500 sq. ft. or less in size)* 

SPEDS 



319.25 



333.93 



★This space would normally be classified as Primary Educational Space 
but due to its small size of 500 sq. ft. or less is instead classified 
as Ancillary Space. 
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SCHOOL: 



Twin Oaks Elementary (Continued) 



AN CILLARY SPACK (Continued) 



L3. Use Unknown Ancillary Space. 
UNKAN 



Sq. Feet 



Sub Total 6,103.10 



TOTAL ANCILLARY SPACE, 



PRIMA RY EDUCATIONAL SPACE* 

1. General Classroom. 
GENCL 



18,116,98 



Sq. Feet 



10,736.69 



2. Educational Laboratories 



Reading Laboratory. 
RDUB 



Language Laboratory. 
lALAB 



Science Laboratory. 
SCLAB 

'•Other** Laboratory. 
OTLAB 



Lecture Rooms. 
LECRM 



U. Home Economics. 
HECON 



S. Industrial Arts 

Metal Works • 

METAL 

Industrial Mechanics 

MECHX 

Woodworking, Construction. . . 
WODCO 

Electricity, Electronics 

ELECT 

Drafting, Mechanical Drawing 
DRAFT 



*A11 space is greater than 500 sq. ft. in size. 
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SCHOOL: "^i^^ ^^^^ Elementary (Continued) 



PRIMARY EDUCATIONAL SPACE (Continued) 



Industrial Arts (Continued) 



Automotive, 
AUTOM 



Forestry 

FORET 

6. Student Rooms (includes play rooms, quiet rooms, 
activity rooms, study rooms, work rooms, 
reading rooms, listening rooms, large group 

rooms, etc. ) ' 

STURM 



7. Special Education Rooms 



Deaf 

DEAFX 

Emotionally Handicapped. 
EMOHA 



Educable Mentally Retarded. 
EDUMR 



Trainable Mentally Retarded. 
TRAMR 



Children's Hospital. 
CHOSP 



Music, Ensemble, Instruments- 
MUSIC 



9. Other Classrooms. 
OTHCL 



Sq. Feet 



TOTAL PRIMARY EDUCATIONAL SPACE, 



10,736>69 



ALL SPACE 



Ancillary Space 

1. Maintenance Ancillary Space_ 

2. Support Ancillary Space 



3. Educational Ancillary Space_ 

Ancillary Sub Total 

Primary Educational Space 



Sq. Feet 



6,561.84 
5,452.04 
6,103.10 
18,116.98 
10,736.69 



GRAND TOTAL 



28.853.67 
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SaiOOL: 


Washington Elementary 




ANCILLARY 


SPACE 


poof" 


A. Maintenance Ancillary Space 


423.14 


1. 






BOILR 




2. 




256.41 


• 


MAINT 








1,160.66 


3. 




RESTR 








8,856.62 


A. 




XHALL 




5. 








STAIR 






Sub Total 10,696.83 




B. Support Ancillary Space 




1 . 




2,396.22 


2. 


CAFET 






SNKBR 


320.86 


3. 






KITCH 




A. 




206.62 




NURSE 




5. 




270.23 




STRGE 




6. 








TIKOF 




7. 


Dressing Rooms for Theatre, Choral, Stage, etc 






DRESR 




8. 








, Boy's— BLKRM 






Girls — GLKRM 




9. 




620.88 




(Includes also Counselor & Guidance 






Offices 209 sq. ft. or less in size) 
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SCllOO!,: Washington Elementary (Continued) 
ANCll.IAHY SPACK (Continued) 



ERIC 



10. Faculty Lounge 

FACLG 

11. Faculty Work Rooms, Planniirg Spaces.. 
FAWKR 

Sub Total 



4,813.87 



Educational Ancillary Space 

1. Gymnasium and all Athletic Rooms and Bleachers. 
Boys--BGYMN 



2. 
3. 
U. 
5. 



Girl*s--GGYMN 

Auditorium and Balcony. 
AUDRM 



Theatre. 
TOETR 



Multi-purpose Rooms 

MLTIP 

Instructional Materials Center or Learning 

Center or Learning Resource Center 

XX IMC 



Stage. 
STAGE 



7. 
8. 

9. 

10. 

11. 
12. 



Library, Check-out Counter 

LIBRY 

Audio-Visual Center, Broadcasting, Projection 

Booth, etc 

AVCTR 

Student Offices. Includes such rooms as School 
Store, Student Government, Student Yearbook, 
Darkrooms, Student Paper, etc 

Counselling and Guidance Centers. (Offices over 

209 sq. ft. in size) 

COCTR 



Student Lounge. 
STULG 



Small Primary Educational Space (any education 

space 500 sq. ft. or less in size)*.... • • 

SEEDS 



Sq. Feet 



484.62 
514.44 



3,114.91 



484.66 
242.85 
793.02 



44.72 



805. &7 



*This space would normally be classified as Primary Educational Space 
but due to its small size of 500 sq. ft. or less is instead classified 
as Ancillary Space, 
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Washington Elementary (Continued) 



AwriiiARY J^PACK ^Continued) — 


- Sq. Feet 


13, Use Unknown Ancillary Space.... 








UNKAN 








Sub 


Total 


5,486.03 










TOTAL ANCILLARY 


SPACE 




20.996.73 









PRIMARY EDUCATIONAL SPACE^ 



I. General Classroom. 
GENCL 



2. Educational Laboratories 



Reading Laboratory. 
RDLAB 



Language Laboratory. 
IJ\LAB 



Science Laboratory. 
SCLAB 

' •O th e r " La bo va t p r y . 
OTLAB 



•J. Lecture Rooms. 
LECRM 



A. Home Economics.. 
HECON 

5. Industrial Arts 

Metal Works. 
METAL 



Industrial Mechanics. 
MECHX 



Woo dwo r k ing , Con s t ru c t ion . 
WODCO 



Electricity, Electronics. 
ELECT 



Drafting, Mechanical Drawing. 
DRAFT 



Sq. Feet 



(P) 939.63 
17,186.62 



*A11 apace is greater than 500 sq. ft. in size. 
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SCHOOL- Washington Elementary (Continued) 


' 


PRlMAR^r EDUCATIONAL SPACE (Continued) 


Sq. Feet 


Industrial Arts (Continued) 




AUTOM 




FORET 




V3r\r\rt%a ^4nr»iiiHon nlflv rooms . ^ auiet rooms t 
o# btudent Kooms ^incj.uae» jjj.ay i. wmoj * \| » 




activity rooms, study rooms, work rooms. 




reading rooms, listening rooms, large group 








STURM 




7. Special Education Room 




DEAFX 








EMOHA 








EDUMR 
















CHOSP 






676.57 


MUSIC 








OTHCL ^ 




TOTAL PRTMARY RnTinATIONAL SPACE 


18,802.82 










\ 

ATT QPA PR ' 


Sq. Feet 


Ancillary Space ; 




1 Mfl^n^^>nflncp Ancillarv Soace i 


10,o9o. oJ 


9. Support Anclllarv Soace i 


4,ol3co7 


PHiirAtlnnfll Ancillary Soace 


5 , 486 . 03 


Anr-f 1 1 Arv Sub Total 


20,996.73 


VrAmAry Rdticatlonal Soace 


lo,oUZ«oZ 






nHANn TOTAL 


39.799.55 
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SCHOOL: Westmoreland Elementary 

~ I Sq. Feet I 

ANCILLARY S PACE ■ 

A. Maintenance Anc illary Space 

1. Boiler Room, Heating/ Cooling Facilities 

BOILR \ 21.34 

2. Maintenance Of f ices/ Rooms 1 

"^'^"^ .... 1,549.64 

3. Restrooms, Lavatories 

KESTR j 3,176.50 

4. Hallways, Entryways 

XllALL I 358,53 

5. Stairways, Stairwells • ,. 

STAIR y-r 

Sub Total___li677i93_| ___ 

B. Support A ncillary Space I 2,008.55 

1. Cafeteria (student/ faculty) 1 

I CAFET 

2. Snackbar * I 

SNKBR ^1 352.55 

3. Kitchen and Food Prep "I 

KITCH 161.29 

4. Health and Nurse's Office 1 

NURSE J 940.66 

5. Storage and Supply (all) 1 

STRGE 

6. Ticket Offices 1 

I TIKOF 

7. Dressing Rooms for Theatre, Choral, Stage, etc.. ..4 

DRESR .. I 20.01 

I 8. Locker Rooms and Shower Spaces j 

Boy's— BLKRM 

I Girls— GLKRM 469.23 

9. Administrative Offices (all)... 1 

(Includes also Counselor & Guidance 

Offices 209 sq. ft. or less in size) J 
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SCUOOl,: 



. Westmoreland EXementary (Continued) 



ANC 1 SPACE (Continued) 

10. Faculty Lounge, 
FACLG 



11. Farulty Work Rooms, Planning Spaces.. 
FAWKR 

Sub Total 



4,318.21 



C. Kdut-ational Ancillary Space 



1. 

2. 
3. 
^. 
5. 

f). 
7. 
6. 



Gynuiasium and all Athletic Rooms and Bleachers. 

Boys--BGYMN 

Girl*s--GGYMN 



Auditorium and Balcony. 
AUDRM 



Theatre. 
TliETR 



Multi -Purpose Rooms, 
MLTIP 



Instructional Materials Center or Learning 

Center or Leaiming Resource Center 

XXI MC 



Stage. 

STAGE 



Library, Check-out Counter. 
LIBRY 



10. 



12. 



Audio-Visual Cent^, Broadcasting, Projection 

Booth, etc 

AVCTR 

Student Offices. Includes such rooms as School 
Store, Student Government, Student Yearbook, 
Darkrooms, Student Paper, etc 

Counselling and Guidance Centers. (Offices over 

209 sq. ft. in size) 

COCTR 



Student Lcange. 
STULG 



Small Primary Educational Space (any education 

space 500 sq. ft. or less in size)* 

SPEDS 



Sq. Feet 



365.92 



2,923.00 



902.39 
337.81 
789.47 



212.11 



★This space would normally be classified as^Primary Educational Space 
but due to its small size of 500 sq. ft. of less is instead classified 
as Ancillary Space. 



EKLC 
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SniOOL: Westmoreland Elementary (Continued) 



ANCILLARY SPACK (Continued) 



13. Use Unknown Ancillary Space. 
UNKAN 



Sq. Feet 



Sub Total 5,164.78 



TOTAL ANCILLARY SPACE_ 



PRIMARY EDUOMIONAL SPACE* 



1. General Classroom. 
GKNCL 



15.160.92 



Sq. Feet 



14,903.36 



2. Kdiicational Laboratories 



Reading Laboratory. 
RDIAB 



Language Laboratory. 
IJ\LAB 



Science Laboratory. 
SCLAB 

"Other'* Laboratory. 
OTLAB 



•a • 



J. Lecture Rooms, 
LECRM 



4 . Home Economics . 
HECON 



Industrial Arts 



Metal Works. 
METAL - - 



Industrial Mechanics. 
MEQIX 



Woodworking, Construction. 
WODCO 



Electricity, Electronics. 
ELECT 



Drafting, Mechanical Drawing. 
DRAFT 



*All space is greater than 500 sq, ft. in size. 
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SCHOOL: 


Westmoreland Elementary (Continued) 




PRIMARY 


EDUCATIONAL SPACE (Continued) ^ 




Sq, Feet 


Industrial Arts (Continued) 






AUTOM 








FORET 






6. 


Student Rooms (includes play rooms, quiet rooms. 








activity rooms, study rooms, work rooms. 








T-oja/Hncr TOOmQ 1 ft f* *»n n a "TOOmS laiTffe SrOUD 
















STURM 






7. 


Special Education Rooms 
















DEAFX 
















EMOHA i 
















EDUMR 
















TRAMR 
















CHOSP 






8. 










MUSIC 






9. 










OTHCL 








TOTAL PRIMARY EDUCATIONAL SPACE 




14.903.36 











ALL SPACE 


Sq. Feet 


Ancillary Space 

1. Maintenance Ancillary Space 

2. Support Ancillary Space 

3. Educational Ancillary Space 

Ancillary Sub Total 
Primary Educational Space 


5,677.93 
4,318.21 
5,164.78 
15,160.92 
14,903.36 


GRAND TOTAL 


30,064.28 
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SCHOOL: Whiteaker Elementary 



ANCILLARY SPACE 



A. Maintenance Ancillary Space 



1. Boiler Room, Heating/ Cooling Facilities. 
BOILR 

2. Maintenance Offices/Rooms 

MAINT 



3, Restrooms, Lavatories, 
RESTR 



U. Hallways, Entryways. 
XHALL 



5. Stairways, Stairwells. 
STAIR 



H. Support Ancillary Space 

1. Cafeteria (student/ faculty) , 
CAFET 



Sub Tnt-Al 5.424,70 



2. 
3. 
4. 



Snackbar 

SNKBR 

Kitchen and Food Prep r ' * 

KITCH 

Health and Nurse's Office 

NURSE 

5. Storage and Supply (all) 

STRGE 

6. Ticket Offices • 

TIKOF 

7. Dressing Rooms for Theatre, Choral, Stage, etc. 

DRESR 

8. Locker Rooms and Shower Spaces 

Boy's— 'BLKRM 

Girls— GLKRM 

9. Administrative Offices (all) • 

(Includes also Counselor & Guidance 

Offices 209 sq. ft. or less in size) 



Sq. Feet 



794,50 



1,074.21 
3,473.25 
82.74 



1,725.38 

310.14 
162.07 
1,194.70 



351.25 
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SCIlOO!.: 



Whiteaker Elementary (Continued) 



ANCli^lARY SPACE (Coniinued) 



10. Faculty Lounge. 
FACLG 



11. Farulty Work Rooms, Planning Spaces,. 
FAWKR 

Sub Total 



4,397.51 



C. ^durational Ancillary Space 



1. 

2. 
'3. 
U. 
5. 

(). 
7. 
8. 



10. 



11. 



12. 



Gymnasium and all Athletic Rooms and Bleachers, 

Boys--BGYMN 

Girl's--GGYMN 



Auditorium and Balcony. 
AUDRM 



Theatre. 
THETR 



Mul ti -Purpose Rooms 

MLTIP 

Instructional Materials Center or Learning 

Center or Learning Resource Center 

XXI MC 



Sq. Feet 



653.97 



4,964.28 



Stage. 
STAGE 



Library, Check-out Counter 

LXBRY 

Audio-Visual Center, Broadcasting, Projection 

Booth, etc 

AVCTR 

Student Offices. Includes such rooms as School 
Store, Student Government, Student Yearbook, 
Darkrooms, Student Paper, etc 

Counselling and Guidance Centers. (Offices over 

209 sq. ft. in size) 

COCTR 



Student LouHige. 
STULG 



Small Primary Educational Space (anyeducation 

space 500 sq. ft. or less in size)* 

SPEDS 



566.93 
340. G6 
1,017.51 



217.88 



395.15 



*lliis space would normally be classified as Primary Educational Space 
but due to its small size of 500 sq. ft. or less is instead classified 
as Ancillary Space. 



EKLC 
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Whiteake^ Elementary (Continued) 



ANCl LLARY SPACK ^Continued) 



13. Use Unknown Ancillary Space, 
UNKAN 



Sq, Feet 



sub Tnh.l 7,502.41 



TOTAL ANCILLARY SPACE. 



I>KIMARY EDUCATIONAL SPACE* 



1. General Classroom 

GENCL 

2. Kducational Laboratories 



Heading Laboratory. 
KDLAB 



Language Laboratory. 
ULAB 



Science Laboratory. 
SCLAB 

"Other" Laboratory, 
OTLAB 



3. Lecture Rooms. 
LECRM 



U. Home Economics. 
HECON 



Industrial Arts 

Metal Works, 
METAL 



Industrial Mechanics 

MECHX 

Woodworking. Construction, 
WODCO 



Electricity, Electronics, 
ELECT 



Drafting, Mechanical Drawing. 
DRAFT 



*A1 



1 space is greater than 500 sq. ft. in size. 



17^324.62 



Sq. Feet 



10,152.30 
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SCHOOL: Whiteaker Elementary (Continued) 



PRIMARY EDUCATIONAL SPACE (Continued) 



Industrial Arts (Continued) 



Automotive, 
AUTOM 



Sq, Feet 



Forestry 

FORET 

Student Rooms (includes play rooms, quiet rooms, 
activity rooms, study rooms, work rooms, 
reading rooms, listening rooms, large group 

rooms, etc. ) < 

STURM 



Special Education Rooms 



635.92 



Deaf. . 
DEAFX 



Emotionally Handicapped. 

EKOHA 



Educable Mentally Retarded.. 
EDUMR 

Trainable Mentally Retarded. 
TRAMR 



Children's Hospital, 
CHOSP 



Music, Ensemble, Instruments. 
MUSIC 



9. Other Classrooms, 
OTHCL 



TOTAL PRIMARY EDUCATIONAL SPACE 



10,788.22 



ALL SPACE 



Sq. Feet 



Ancillary Space 

1. Maintenance Ancillary Space_ 

2. Support Ancillary Space 



3. Educational Ancillary Space_ 

Ancillary Sub Total 

Primary Educational Space 



5,424.70 
4,397.51 
7,502.41 
17,324.62 
10,788.22 



GRAND TOTAL 



28,112,84 
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SCHOOL: Willagillespie Elementary 



ANCILLARY 


SPACE 


On Feet 


A. 


Maintenance Ancillary Space 


261.53 


1. 








BOILR 






2. 










"MAINT 










737.05 




3. 






RESTR 










0,2o2 .25 




4. 








XIIALL 






5. 










STAIR 








Sub Total 7,260.83 




B. 


SuDDort Ancillary Space 






!• 




2,092.33 






CAFET 






2. 


SNKBR 






3. 




273.55 






KITCH 














A. 


NURSE 






5. 




2,543.77 






STRGE 






6. 










TIKOF 






7. 


Dressing Rooms for Theatre, Chor&l, Stage, etc...., 








DRESR 


74.25 




8. 








Boy's— BLKRM 








Girls— 'GLKRM 


438.40 




9. 














(Includes also Counselor & Guidance 








Offices 209 sq. ft. or less in size) 
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SCIIOOl.: 



. Willagillespie Elementary (Continued) 



ANl:il.lJVKY SPACK (Continued) 



10. Faculty Lounge. 
FACLG 



li. Fnf:ulty Work Rooms, Planning Spaces, • 
FAWKR 

Sub Total 



6.335,30 



Kdurational Ancillary Space 

i. Gymnasium and all Athletic Rooms and Bleachers, 
Boys--BGYMN 
Girl's--GGYMN 



2. 



Auditorium and Balcony. 
AUDRM 



Theatre. 
WETR 



Multi-Purpose Rooms , 
MLTIP 



Instructional Materials Center or Learning 

Center or Learning Resource Center 

XXIMC 



Stage. 
STAGE 



8. 



10. 



IL 



12- 



Library, Check-out Counter 

LIBRY 

Audio-Visual Center, Broadcasting, Projection 

Booth, etc 

AVCTR 

Student Offices. Includes such rooms as School , 
Store, Student Government, Student Yearbook, 
Darkrooms, Student Paper, etc 

Counselling and Guidance Centers. (Offices over 

209 sq. ft. in size) 

COCTR 



Student Lounge. 
STULG 



Small Primary Educational Space (any education 

space 500 sq. ft. or less in size)* 

SPEDS 



Sq. Feet 



392.65 
304.49 



3,056.63 



1,660.30 
229.62 
1,140.16 



155.37 



62.52 



*This space would normally be classified as Primary Educational Space 
but due to its small size of 500 sq. ft. or less, is .instead classified 
as Ancillary Space. 



EKLC 
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S(niOOL : Wi llag illespie Elementary (Continued) 
ANCILLARY SPACK (Continued) 



13. Use Unknown Ancillary Space. 
UN KAN 



Sq> Feet 



Sub Tot;.! 6,304.60 



TOTAL ANCILLARY SPACE_ 



l»RJMAKY EDUCATIONAL SPACE* 



1. General Classroom. 
GENCL 



19,900.73 



Sq. Feet 



, 14,076.23 



2. Educational Laboratories 



Reading Laboratory. 
RDLAB 



Language Laboratory. 
lALAB 



Science Laboratory. 
SCLAli 



"Other" Laboratory. 
OTLAB 



3. Lecture Rooms. 
LECRM 



Home Economics. 
HECON 



Industrial Arts 



Metal Works. 
METAL 



Industrial Mechanics. 
MECHX 



Woodworking, Construction. 
WODCO 



Electricity, Electronics. 
ELECT 



Drafting, Mechanical Drawing. 
DRAFT 



*A11 space is greater than 500 sq. ft. in size. 
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SCHOOL: Wlllagillesple Elementary (Continued) 



PRIMARY EDUCATIONAL SPACE (Continued) 


oq* Jteec 


Industrial Arts (Continued) 




AUTOM 


FORET 




6. Student Rooms (includes play rooms, quiet rooms. 




activity rooms, study rooms, work rooms. 




reading rooms, listening rooms, large group 








CXTTRM 
o 1 u£\n 




7. Special Education Rooms 








DEAFX 








EMOHA 








EDUMR 








TRAMR 








CHOSP 








MUSIC 








OTHCL 




TOTAT. PRTMARY RnUCATIONAL SPACE 


14 •076. 23 







ALL SPACE 


Sq. Feet 


Ancillary Space 

K Maintenance Ancillary Soace 
2. Support Ancillary Space 
1- Educational Ancillary Space 
Ancillary Sub Total 

Primary Educational Space 


7,260.83 
6,335.30 
6,304.60 
19,900.73 
14,076.23 


GRAND TOTAL 


33,976.96 
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saiOOL: Willakenzie Elementary 

ANCILLARY SPACE : — J 

A, Maintenance Ancillary Space 

1. Boiler Room. Heating/ Cooling Facilities 

BOILR 

2. Maintenance Offices/Rooms 

MAINT I 

3. Restrooms, Lavatories 

RESTR 

A. Hallways, Entryways • 

XHALL 

5. Stairways, Stairwells.. 

STAIR 

Sub Tnral 6,981.55 

B, Support Ancillary Space 

1. Cafeteria (student/ faculty) 

CAFET 

2. Snackbar , 

SNKBR 

3. Kitchen and Food Prep • 

KITCH 

A. Health and Nurse's Office 

[ NURSE 

5. Storage and Supply (all) 

STRGE 

6. Ticket Offices 

I TIKOF 

7. Dressing Rooms for Theatre, Choral, Stage, etc.... 
DRESR 

j 8. Locker Rooms and Shower Spaces 

Boy's— BLKRM 
Girls— GLKRM 

9. Administrative Offices (all) 

(Includes also Counselor & Guidance 
Offices 209 sq. ft. or less in size) 



Sq. Feet 



297.83 
153.37 
921.87 
5,608.48 



2,337.99 

338.28 
175.31 
1,037.58 



312.83 
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SCIIOOl,: 



Willakenzie Elementary (Continued) 



ANCIMARV space (CiKUinued) 



10. Faculty Lounge. 
FACU; 



11. Fac ulty Work Roonis, Planning Spaces, • 
FAWKR 

Sub Total 



5.008,40 



Sq. Feet 



486 . 13 
320.28 



Idui-ational Ancillary Space 

1. Gymnasium and all Athletic Rooms and Bleachers, 
Boys--BGYMN 
Girl 'S--GGYMN 



5. 



7. 
8. 

9. 

10. 

11. 



2. Auditorium and Balcony. 
AUDRM 



'3. Theatre. 
IHETR 



A. Mul ti-Purpose Rooms. 
MLTIP 



Instructional Materials Center or Learning 

Center or Learning Resource Center 

XX IMC 



Stage. 
STAGE 



Library, Check-out Counter 

LIBRY 

Audio-Visual Center, Broadcasting, Projection 

Booth, etc 

AVCTR 

Student Offices. Includes such rooms ai School 
Store, Student Government, Student Yearbook, 
Darkrooms, Student Paper, etc. 

Counselling and Guidance Centers. (Offices over 

209 sq. ft. in size) 

COCTR 



4,147.56 



Student Lounge. 
STULG 



Small Primary Educational Space (any education 

space 500 sq. ft. or less in size)* 

SPEDS 



910.21 



525.26 



68.00 



*This space would normally be classified as Primary Educational Space 
but due to its small size of 500 sq. ft. or less is instead classified 
as Ancillary ..Space. 
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SaiOOL: 



Wl 



llakenzle Elementary (Continued) 



ANrTT.TARY SPACE (Continued) 



13. Use Unknown Ancillary Space. 
UNKAN 



Sq. Feet 



Sub Total 



5,651.03 



TOTAL ANCILLARY SPACE^ 



PKJMAKY EDUCATIONAL SPACE* 



1. General Classroom. 
GENCL 



2. Educational Laboratories 



Reading Laboratory. 
RDIJKB 



Language Laboratory. 
lALAB 



Science Laboratory. 
SCLAB 

"Other" Laboratory. 
OTLAB 



3. Lecture Rooms. 
LECRM 



A. Home Economics. 
HECON 



Industrial Arts 

Metal Works. 
METAL 



Industrial Mechanics. 
MECHX 



Woodworking, Construction. 
WODCO 



Electricity, Electronics, 
ELECT 



Drafting, Mechanical Drawing. 
DRAFT 



17,640.98 



Sq. Feet 



13,873.00 



*A11 space is greater than 500 sq. ft. in size. 
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SCHOOL: 


Willakenzie Elementary (Continued) 




PRIMARY EDUCATIONAL SPACE (Continued) 


Sq, Feet 


Industrial Arts (Continued) 






AUTOM 






FORET 




6. 


Student Rooms (includes play rooms, quiet rooms, 






activity rooms, study rooms, work rooms, 






reading rooms, listening rooms, large group 












STURM 




7. 


Special Education Rooms 












DEAFX 








953.82 




EMOHA 












EDUMR 












TRAMR 












CHOSP 




8. 




665.19 




MUSIC 




9. 








OTHCL 






TOTAT. PRIMARY EDUCATIONAL SPACE 


15,492.01 










ALL SPACE 


Sq. Feet 




Ancillary Space 






1. Maintenance Ancillary Space 


6,981.55 




2. SuDDort Ancillary Space 


.5,008.40 




1. Rducational Ancillary Space 


5,651.03 




Ancillary Sub Total 


17,640.98 




Primary Educational Space 


15,492.01 










fJRANn TOTAL 


33.132.99 
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SCHOOL: Willard Elementary 



ANCILLARY SPAChl 



A, Maintenance Ancillary Space 

1. Boiler Room, Heating/ Cooling Facilities, 
BOILR 

2. Maintenance Of f ices/ Rooms < 

MAINT 



3. Restrooms, Lavatories. 
RESTR 



4, Hallways, Entryways... 
XIIALL 

5. Stairways, Stairwells. 
STAIR 



Sub 



Total 8,530,29 



B. Support Ancillary Space 

1. Cafeteria (s tudent/ faculty) , 
CAFET 



2. 
3. 
4. 
5. 



Snackbar. 
SNKBR 



Kitchen and Food Prep. 

KITCH 

Health and Nurse's Office.. r 
NURSE 

Storage and Supply (all).... 
STRGE 



7. 
8, 



Ticket Offices • 

TIKOF 

Dressing Rooms for Theatre, Choral, Stage, etc... 
DRESR 



Locker Rooms and Shower Spaces, 
Boy's— BLKRM 
Girls — GLKRM 



Administrative Offices (all), 

(Includes also Counselor & Guidance 
Offices 209 sq. .ft. or less in size) 



Sq. Feet 



440.52 
77.06 
1,756.89 
6,140.90 

114.92 



2,963.68 

432.49 
137.40 
1,082.67 



477.76 
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SCHOOL: Willard Elem entary (Continued) 



ANCllJAKY SPACE (Continued) 



10. 
IJ . 



Faculty Lounge, 
FACLG 



Frirulty Work Rooms, Planning Spaces., 
FAWKR 

Sub Total 



5,540.78 



Kdurational Ancillary Space 

1. Gymnasium and all Athletic Rooms and Bleachers, 
Boys--BGYMN 

Girl's--GGYMN 

2. Auditorium and Balcony 

AUDRM 



i. 



5. 



8. 



lU. 



IL 



12. 



Tliea tre. 
IHETR 



Mul ti -Purpose Rooms 

MLTIP 

Instructional Materials Center or Learning 

Center or Learning Resource Center 

XX IMC 



Stage 

STAGE 

Library, Check-out Counter. 
LIBRY 



Audio- Visual Center, Broadcasting, Projection 

Booth, etc 

AVCTR 

Student Offices. Includes such rooms as School 
Store, Student Government, Student Yearbook, 
Darkrooms, Student Paper, etc 

Counselling and Guidance Centers, (Offices over 

209 sq. ft. in size) 

COCTR 



Student Lounge. 
STULG 



Small Primary Educational Space (any education 

space 500 sq. ft. or less in size)* 

SPEDS 



Sq. Feet 



109.53 
337.25 



5,812.79 



881.52 
692.87 
1,108.79 

874.89 



*'i*his space would normally be classified as Primary Educational Space 
but due to its small size of 500 sq. ft. or less is instead classified 
as Ancillary Space. 



135 



saiOOL: 



Willard Elementary (Continued) 



ANcn.IARY SPACI:: (Continued) 



n. Use Unknown Ancillary Space. 
UNKAN 



So. Feet 



Sub Total_ 



9,370.86 



TOTAL ANCILLARY SPACE^ 



PKIMAKY KDUCATIONAL SPACE* 



1. General Classroom. 
GENCL 



2. KducaLlonal Laboratories 



Reading Laboratory. 
RDIAH 



Language Laboratory. 
lALAB 



Science Laboratory. 
SCLAB 

"OLher" Laboratory. 
OTLAB 



Lecture Rooms. 
LECRM 



Home Economics.. 
HECON 

Industrial Arts 

Metal Works, 
METAL 



23,441.93 



Sq. Feet 
11,301.39 



826.95 



Industrial Mechanics 

MECHX 

Wood'^orking, Construction. . . 
wODCO 

Electricity, Electronics.... 

ELECT 

Drafting, Mechanical Drawing 
DRAFT 



Mil space is greater than 500 sq. ft. in size. 
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SCHOOL: 



Willard Elementary (Continued) 



PRIMARY EDUCATIONAL SPACE (Continued) 



Sq, Feet 



Industrial Arts (Continued) 



Automotive. 
AUTOM 



Forestry, 
FORET 



Student Rooms (includes play rooms, quiet rooms, 
activity rooms, study rooms, work rooms, 
reading rooms, listening rooms, large group 

rooms, etc.) 

STURM 



7, Special Education Rooms 



Deaf 

DEAFX 

Emotionally Handicapped. 
EMOHA 



Educable Mentally Retarded.. 
EDUMR 

Trainable Mentally Retarded. 
TRAMR 



Children's Hospital. 
CHOSP 



Mus i c , Ens embl e , Ins tr umen t s . 
MUSIC 



9. Other Classrooms. 
OTHCL 



868.95 
862.52 
874.89 



868.95 



TOTAL PRIMARY EDUCATIONAL SPACE. 



f 



ALL SPACE 



Ancillary Space 

1. Maintenance Ancillary Space_ 

2. Support Ancillary Space 

3. Educational Ancillary Space_ 

Ancillary Sub Total 

Primary Educational Space 



Sq. Feet 



8,530.29 
5,540.78 
9,370.86 
23,441.93 
15,603.65 



GRAND TOTAL. 



39,045.58 



0 

ERIC 
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SCHOOL: SUMMARY ALL ELEMENTARY 



ANCILLARY SPACE 



Sq. Feet 



A> Maintenance Ancillary Space 

1. Boiler Room, Heating/ Cooling Facilities. 
BOILR 

Maintenance Of f ices/ Rooms 

MA INT 



2. 
3. 



Rest rooms. Lavatories. 
RESTR 



A. Hallways, Entryways. 
XHALL 



5. Stairways, Stairwells. 
STAIR 



Sub Total 197,871,80 



B. Support Ancillary Space 

1. Cafeteria (student/ faculty) . 
CAFET 



2* Snackbar. 
SNKBR 



3. Kitchen and Food Prep 

KITCH 

4. Health and Nurse's Office 

NURSE 

5. Storage and Supply (all) 

STRGE 

6. TicJcet Offices • 

TIKOF 

7. Dressing Rooms for Theatre, Choral, Stage, etc...< 
ORESR 

8. Locker Rooms and Shower Spaces - 

Boy's—BLKRM 

Girls— GLKRM 

9. Administrative Offices (all) 

(Includes also Counselor & Guidance 

Offices 209 sq. ft. or less in size) 



12,241.76 
3,667.07 

32,130.70 
143,736.62 
6,095.65 



69,389.26 

10,841.14 
5,707.75 
37,529.03 

46.51 
311.70 

15,572.99 
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SCUOOI.: SUMMARY ALL E LEMENTARY (Continued) 
ANCIMJVKY SPACE (Continued) 



10, Faculty Lounge 

FACLG 

11. Fnculty Work Rooms, Planning Spaces. 
FAWKR 



Sub Total 163,629.95 



C. l::dutational Ancillary Space 



Gymnasium and all Athletic Rooms and Bleachers. 

Boys--BGYMN 

Girl's--GGYMN 



Auditorium and Balcony. 
AUDRM 



3- 

5. 
h. 



Theatre. 

TOETR 



Multi -Purpose Rooms. 
MLTIP 



Instructional Materials Center or Learning 

Center or Learning Resource Center 

XXI MC 



Stage. 

STAGE 



Library, Check-out Counter. 
LIBRY 



9. 



10. 



IL. 



12. 



Audio-Visual Center, Broadcasting, Projection 

Booth, etc 

AVCTR 

Student Offices. Includes such rooms as School 
Store, Student Government, Student Yearbook, 
Darkrooms, Student Paper, etc 

Counselling and Guidance Centers. (Offices over 

209 sq. ft. in size) 

COCTR 



Student Lounge. 
STULG 



Small Primary Educational Space (any education 

space 500 sq. ft. or less in size)* 

SPEDS 



Sq. Feet 



11,798.06 
12,433.51 



114,583.74 



853.72 



23,408.13 
7,967.40 
31,731.11 

3,106.24 

470.19 
3,899.63 

325.70 
18,314.47 



*This space would normally be classified as Primary Educational Space 
but due to its small size of 500 sq. ft. or less is instead classified 
as Ancillary Space. 
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SCHOOL: 



SUMMARY ALL ELEMENTARY (Continued) 



AN(:iLlj\RY SPACK (Continued) 



Sq. Feet 



13. Use Unknown Ancillary Space. 
UN KAN 



Sub Total 204. 660^33 



TOTAL ANCILLARY SPACE 



I'KJMARY EDUCATIONAL SPACE* 



1. General Classroom. 
GKNCL 



566,162.08 



Sq. Feet 



423,386.73 



2. hducational Laboratories 



Koading Laboratory. 



Language Laboratory. 
lALAB 



814.59 



Science Laboratory. 
SCLAB 

''Other*' Laboratory. 
OTLAB 



4,004.14 



J. Lecture Rooms. 
LECRM 



4. Home Economics. 
HECON 



S. InduSLrial Arts 



Metal Works, 
METAL 



Indus trial Mechanics. 
MECHX 



Woodworking, Construe tion. 
WODCO 



716.97 



Electricity, Electronics. 

ELECT 



EKLC 



Drafting, Mechanical Drawing. 
DRAFT 



^All space is. greater than 500 sq. ft. in size. 
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SCHOOL: 


SUMMARY ALL ELEMENTARY (Continued) 




PRIMARY EDUCATIONAL SPACE (Continued) 


Sq, Feet 


Industrial Arts (Continued) 






AUTOM 






FORET 




6. 


Student Rooms (includes play rooms, quiet rooms. 






o<-»**-j«r4 t'\T T"ooma s tiiHv rooms - work, rooms • 






reading rooms, listening rooms, large group 


2,288.59 










CTIIDM 




7. 


Special Education Rooms 








• 3,640.32 




DEAFX 








3,378.47 




EMOHA 








3,632.57 




EDUMR 








680.39 




TRAMR 








1,902.72 




CHOSP 




8. 




4,077.81 




MUSIC 




9. 








OTHCL 






THTAT PRIMARY EDUCATIONAL SPACE 


448,523.30 










ALL SPACE 


Sq. Feet 




Ancillary Space 






1. Maintenance Ancillary Space 


197,871.80 




2. Support Ancillary Space 


163,629.95 




Fducational Ancillary Space 


204,660.33 




Ancillary Sub Total 


566,162.08 




Primary Educational Space 


448,523.30 










GRAND TOTAL 


1,014,685.38 









TABLE 2: BUILDING SPACE BY USAGE AND SQUARE FEET. (continued) 



Junior High Schools. 



14?. 
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• 



SCHOOL: Jefferson Jr, High 



J" 

ERIC 




A, Maintenance Ancillary Space 
. 1. Boiler Room, Heating/ Cooling Facilities, 
BOILR 

2. Maintenance Of f ices/ Rooms < 

MA INT 



3. Restrooms, Lavatories. 
RESTR 



Hallways, Entryways. 
XILALL 



5. Stairways, Stairwells. 
STAIR 



rt. Support Ancillary Space 

1. Cafeteria (student/ faculty) . 
CAFET 



Sub Total 21. 083^70 



2. Snackbar. 
SNKBR 



3. Kitchen and Food Prep • 

KITCH 

4. Health and Nurse's Office 

NURSE 

5. Storage and Supply (all) 

STRGE 

6. Ticket Offices 

TIKOF 

7. Dressing Rooms for Theatre, Choral, Stage, etc. 

DRESR 

8. Locker Rooms and Shower Spaces 

Boy's—BLKRM 

Girls— GLKRM 

9. Administrative Offices (all) 

(Includes also Counselor & Guidance 

Offices 209 sq. ft. or less in size) 
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471.42 
135.37 
1,539.14 
18,937.77 



2,837.85 

772.34 
235.39 
2,471.16 

43.15 
2,195.32 

810.83 



Jefferson Jr. High (Continued) 



ANClhlAKY SPACE (Continued) 



(:• 



10 



Faculty Lounge ••• 

FACLC 

11. Faculty Work Rooms, Planning Spaces, 
FAWKR 



Sub Total 



10,594.96 



Educational Ancillary Space 

1. Gymnasium and all Athletic Rooms and Bleachers, 
Boys--BGYMN 
Girrs--GGYMN 

Auditorium and Balcony 

AUDRM 



Sq. Feet 



499.00 
729.92 



2. 
3. 
A. 
5. 



Theatre. 
TOETR 



Multi -Purpose Rooms 

MLTIP 

Instructional Materials Center or Learning; 

Center or Learning Resource Center 

XXI MC 



Stage. 

STAGE 



9. 



10. 



11. 



12. 



Library, Check-out Counter 

LIBRY 

Audio-Visual Center, Broadcasting, Projection 

Booth, etc 

AVCTR 

Student Offices. Includes such rooms as School 
Store, Student Government, Student Yearbook, 

Darkrooms, Student Paper, etc.. 

Counselling and Guidance Centers. (Offices over 

209 sq. ft. in size) 

COCTR 



Student Lounge 

STULG 

Small Primary Educational Space (any education 

space 500 sq. ft. or less in size)* 

SPEDS 



15,188.01 



248.88 
1,130.85 
2,002.32 

901.80 

131.18 
930.97 



1,362.08 



*This apace would normally be classified as Primary Educational Space 
but due to its small size of 500 sq. ft. or less is instead classified 
as Ancillary Space. 
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.S(ni(H)L: Jefferson Jr. High (Continued) 



ANClLlJ^iRY SPACI' (Continued) 



13. Use Unknown Ancillary Space. 
UN KAN 



Sq. Feet 



Sub Tni-;,! 21.896.09 



ERIC 



TOTAL ANCILLARY SPACE^ 



i'KlMAKY EDUCATIONAL SPACE* 



1, General Classroom. 
GKNCL 



2. Educational Laboratories 



Reading Laboratory. 



Language Laboratory. 
lALAB 



Science Laboratory. 
SCLAB 

•'Other" Laboratory. 
OTLAB 



3. Lt*cture Rooms. 
LECRM 



A. Home Economics.. 
HECON 

b. Industrial Arts 

Metal Works. 
METAL 



Industrial Mechanics. 
MECHX 



Woodworking, Construction, 
WODCO 



Electricity, Electronics. 
ELECT 



Drafting, Mechanical Drawing. 
DRAFT 



*A11 space is greater than 500 sq. ft. in size. 
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53,574.75 



Sq. Feet 



21,757.74 



1,938.12 



1,308.74 
1,922.70 

1,347.39 
668.09 
1,422.22 
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SCH OOL: Jefferson Jr, High (Continued) 
PRIMARY EDUCATIONAL SPACE (Continued) 



Sq, Feet 



Industrial Arts (Continued) 



Automotive. 
AUTOM 



Forestry. 
FORET 



6. Student Rooms (includes play rooms, quiet rooms, 
activity rooms, study rooms, work rooms, 
reading rooms, listening rooms, large group 

rooms , etc. ) 

STURM 



7. Special Education Rooms 



Deaf 

DEAFX 

Emotionally Handicapped, 
EMDHA 



Educable Mentally Retarded. 
EDUMR 



Trainable Mentally Retarded. 
TRAMR 



Children's Hospital. 
CHOSP 



8. Music, Ensemble, Instruments. 
MUSIC 



9. Other Classrooms. 
OTHCL 



594.95 



928, 88 



2,306.94 



TOTAL PRIMARY EDUCATIONAL SPACE_ 



34,195.77 



ALL SPACE 



EKLC 



Ancillary Space 

1, Maintenance Ancillary Space_ 

2. Support Ancillary Space 



3. Educational Ancillary Space^ 

Ancillary Sub Total 

Primary Educational Space 



GRAND TOTAL 
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Sq. Feet 



21,083.70 
10,594.96 
21,896.09 
53,574.75 
34,195.77 



87.770.52 



SCHOOL: Kelly Jr- High 



AN CILIARY SPACE 



^. Maintenance Ancillary Space 



1. Boiler Room, Heating/ Cooling Facilities, 
BOILR 



Maintenance Of f ices/ Rooms . 
MAINT 



Sq. Feet 



Rr St rooms. Lavatories. 
RESTR 



Hallways, Entryways... 
XHALL 

5. Stairways, Stairwells. 
STAIR 



B. Support Ancillary Space 



625.32 
299.04 
2,508.92 
16,281.99 



Sub Total__19^7l5^ 



1. Cafeteria (student/ faculty) 

CAFET 

2. Snackbar 

SNKBR 

3. Kitchen and Food Prep • 

KITCH 

4. Health and Nurse's Office 

NURSE 

5. Storage and Supply (all) 

STRGE 

6. Ticket Offices 

TIKOF 

7. Dressing Rooms for Theatre, Choral, Stage, etc. 
DRESR 

8. Locker Rooms and Shower Spaces 

Boy's— 'BLKRM 

Girls — GLKRM 

9. Administrative Offices (all) - 

(Includes also Counselor & Guidance 



Offices 209 sq. ft. or less in size) 



2,812.47 

671.07 

367.80 

(P) 33.98 
3,744.04 



2,479.09 
1,043.70 
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Si:iUH»l. : Kelly _Jr . H igh (Continued) 
ANiai.lARY SPACE (CoiUinued) 



10 



Faculty Lounge 

FACL(; 

U. Fa«-ulty Work Rooms, Planning 
FAWKR 

Sub Tnr;,1 12,731.92 



516.76 

Spaces \. 1.063.01 



Sq. Feet- 



C. 



ERIC 



KduL-ational Anuillary Space 

K Gymnasium and all Athletic Rooms and Bleachers. 
Boys--EiGYMN 
Girrs'-GGYMN 



10,678.19 



Auditorium and Balcony. 
AUDRM 



Theatre. 
TOETR 



A. Multi-Purpose Rooms 

MLTIP 

5. Instructional Materials Center or Learning. 

Center or Learning Resource Center 

XX IMC 



Stage. 
STAGE 



8. 



10. 



11, 



12. 



Library, Check-out Counter • 

LIBRY 

Audio-Visual Center, Broadcasting, Projection 

Booth, etc • • 

AVCTR 

Student Offices. Includes such rooms as School 
Store, Student Government, Student Yearbook, 

Darkrooms, Student Paper, etc 

Counselling and Guidance Centers. (Offices over 

209 sq. ft. in size) 

COCTR 



Student Lounge ••• 

STULG 

Small primary Educational Space (any education 

space 500 sq. ft. or less in size)* 

SPEDS 



810.96 



2,057.30 



224.12 
353.42 



1,509.85 



*This space would normally be classified as Primary educational Space 
but due to its small size of 500 sq. ft. or less is instead classified 
as Ancillary Space. 

148 



148 



ERIC 



SaiOOL: Kelly Jr. High (Continued) 
ANiriMARY SPACK (Continued) 



n. Use Unknovm Ancillary Space. 
. UNKAN 



Sub Tnhfll 15,633.84 



TOTAL ANCILLARY SPACE^ 



PRIMARY EDUCATIONAL SPACE* 



1. General Classroom. 
GENCL 



2. Educational Laboratories 



Reading Laboratory. 
RDIAB 



Language Laboratory. 

1AIJ\B 



Scic-nce Laboratory. 
SCLAB 

"Other" Laboratory. 
OTLAB 



15. Lecture Rooms. 
LECRM 



^. Home Economics, 
HE CON 



Industrial Arts 

Metal Works. 
METAL 



Industrial Mechanics, 
MECHX 



Woodworking, Cons truction. 
WODCO 



Electricity, Electronics. 
ELECT 



Drafting, Mechanical Drawing. 
DRAFT 



*A11 space is greater than 500 sq. ft. in size. 
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Sq. Feet 



Sq. Feet 



21,809.77 



1,635.07 



2,045.73 



1,140.37 



1,253.20 



SCHOOL: 


Kelly Jr. High (Continued) 




PRIMARY EDUCATIONAL SPACE (Continued) 


Sq, Feet 


Industrial Arts (Continued) 






AUTOM 






FORET 




6. 


Student Rooms (includes play rooms, quiet rooms, 






activity rooms, study rooms, work rooms. 






reading rooms, listening rooms, large group 












STURM 




7. 


Special Education Rooms 






DEAFX 












EWHA 












EDUMR 












TRAMR 












CHOSP 




8. 




3,742.05 




MUSIC 




9. 








OTHCL 






THTAT PRIMARY KnnCATIONAL SPACE 


31.626.19 












ALL SPACE 


Sq. Feet 




Ancillary Space 






K Maintenance Ancillary Space 






7. Support Ancillary Space 






Fducational Ancillary Space 


15,633.84 




Ancillary Sub Total 


48,081.03 




Primary Educational Space 


31,626.19 










GRAND TOTAL 


79,707.22 
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SOIOOL: Kennedy Jr., High 



ANCILLARY SPACE 



A , Maintenance Ancillary Space 

1. Boiler Room, Heating/ Cooling Facilities, 
BOILR 

2. Maintenance Of f ices/ Rooms 

/ MAINT 



3. Rest rooms. Lavatories, 
RESTR 



Sq. Feet 



A. Hallways, Entryways... 
XllALL 

5. Stairways, Stairwells, 
STAIR 



Sub Totals 



3,532.30 



Support Ancillary Space 
1. Cafeteria (student/ faculty). 
CAFET 



Snackbar. 

SNKBR 



3. Kitchen and Food Prep 

KITCH 

4. Health and Nurse's Office- 
NURSE 

5. Storage and Supply (all).. 
STRGE 



6. Ticket Offices 

TIKOF 

1. Dressing Rooms for Theatre, Choral, Stage, etc... 
DRESR 

8. Locker Rooms and Shower Spaces 

Boy's— BLKRM 

Girls— GLKRM 

9. Administrative Offices (all)... 

(Includes also Counselor. & Guidance 

Offices 209 sq. ft. or less in size) 



521.44 
549.74 
1,172.31 
1,288.81 



5,028.38 

802.72 
103.05 
5,783.73 

39.73 
2,261.71 

1,187.67 



151 



SCIIUOI.: Kennedy Jr. High (Continued) 



ANtMl.lARY SI'ACK (Conlinued^ 



ERIC 



10. Faculty Lounge. 
FACLG 



11. Knruity Work Rooms, Planning Spaces., 
FAWKR 

Sub Total 



16,847.79 



I'Murational Ancillary Space 

1. Gymnasium and all Athletic Rooms and Bleachers. 
Boys--BGYMN 
Girl's-"GGYMN 



5. 



Auditorium and Balcony. 
AUDRM 



Theatre. 
THETR 



Multi -Purpose Rooms 

MLTIP 

Instructional Materials Center or Learning. 

Center or Learning Resource Center 

XX IMC 



Stage. 
STAGE 



8. 



ID. 



11. 



12. 



Library, Check-out Counter 

LIBRY 

Audio-Visual Center, Broadcasting, Projection 

Booth, etc 

AVCTR 

Student Offices. Includes such rooms as School 
Store, Student Government, Student Yearbook, 
Darkrooms, Student Paper, etc 

Counselling and Guidance Centers. (Offices over 

209 sq. ft. in size) 

COCTR 



Student Lounge. 
STULG 



Small Primary Educational Space (any education 

space 500 sq. ft. or less in size)* 

SPEDS 



Sq. Feet 



476.57 
1,164.23 



13,211.84 



251.80 



2,083.46 



252.29 



1,492.41 



★This space would normally be classified as Primary Educational Space 
but due to its srnall size of 500 sq. ft. or less is instead classified 
as Ancillary Space. ^ - 
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SCHOOL: Kennedy Jr. High (Continued) 



ANCILLARY SPACh: (Continued) 



13. Use Unknown Ancillary Space. 
UNKAN 



Sq. Feet 



Siib Tor^l 17,291.80 



ERIC 



TOTAL ANCILLARY SPACE, 



PRIMARY EDUCATIONAL SPACE* 



1. General Classroom. 
GENCL 



2. Educatrional Laboratories 



Reading Laboratory. 
RDLAB 



Language Laboratory. 
lALAB 



Science Laboratory. 
SCLAB 

'*Other" Laboratory. 
OTLAB 



3. Lecture Rooms. 
LECRM 



4, Home Economics.. 
HECON 

Industrial Arts 

Metal Works. 
METAL 



Industrial Mechanics. 
MECHX 



Woodworking, Construction. 
WODCO 



Electricity, Electronics. 
ELECT 



Drafting, Mechanical Drawing. 
DRAFT 



*A11 space is greater than 500 sq. ft. in size. 
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37,671.89 



Sq. Feet 



14,378.21 



911.07 



2,179.98 
1,994.99 

1,492.00 



1,532.42 
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SCHOOL: 


Kennedy Jr. High (Continued) 




PRIMARY EDUCATIONAL SPACE (Continued) 


Sq, Feet 


Industrial Arts (Continued) 






AUTOM 






FORET 




6. 


Student Rooms (includes play rooms, quiet rooms, 






activity rooms, scuay rooms, wotk i:oom:>. 






reading rooms, listening rooms, large group 












STURM 




7. 


Special Education Rooms 












DEAFX 












EMOHA 












EDUMR 












TRAI-IR 












CHOSP 




8. 




2,885.35 




MUSIC 




9. 








OTHCL 






THTAT PRIMARY RDUCATIONAL SPACE 


25,374.02 










ALL SPACE 


Sq. Feet 




Ancillary Space 






1. Maintenance Ancillary Space 


3,532.30 




2. Support Ancillary Space 


16,847.79 




1_ Rdiirational Ancillary Space 


17,291.80 




Ancillary Sub Total 


37,671.89 




Primary Educational Space 


25,374.02 










fiRAND TOTAL 


63,045.91 
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SdiOOL: Madison Jr, High 



ANCl LLAKY 


SPACE 


Feet 


A. Maintenance Ancillary Space 




1. 




496.29 




BOILR 




2. 




42.79 




MAINT 




3. 




1,169.76 




RESTR 




A. 




o,090.Uo 




XIIALL 


1 OA 


5. 






STAIR 






Sub Total 9,964.72 




B. Support Ancillary Space 




1. 




3,049.69 




CAFET 




2. 




99.04 




SNKBR . 


675.24 


3. 






KITCH 




A. 




161.78 




NURSE 




5. 




4,584.37 




STRGE 




6. 








TIKOF 




7. 


Dressing Rooms for Theatre, Choral, Stage, etc.... 






DRESR 




8. 




2,361.55 




Boy's — BLKRM 






Girls— GLKRM 




9. 




940.36 




(Includes also Counselor & Guidance ' 






Offices 209 sq. ft, or less in size) 
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SCJIOOl.: 



Madison Jr. High (Continued) 



ANCII.IAKY SPACK ( Coal i luied > 



10. Faculty Lounge. 
FACLG 



11. F;i' ulty Work Rooms, Planning Spaces, 
FAWKR 



Sub Total 



13,408.77 



Sq. Feet 



579.60 
957.14 



Kducaiional Ancillary Space 

1. Gymnasium and all Athletic Rooms and Bleachers. 
Boys--ISGYMN 
Girrs--GGYMN 



Auditorium and Balcony, 
AUDRM 



Theatre. 
•niETR 



Multi-Purpose Rooms, 
MLTIP 



5. Instructional Materials Center or Learning 
Center or Learning Resource Center 

xxinc 



Sta^e. 

STAGE 



9. 



10. 



Library, Check-out Counter • 

LIBRY 

Audio-Visual Center, Broadcasting, Projection 

Booth, etc^ .... 

AVCTR 

Stiident Offices. Includes such rooms as School 
Store, Student Government, Student Yearbook, 
Darkrooms Student Paper, etc 

Counselling and Guidance Centers. (Offices over 

209 sq. ft. in size) , 

COCTR 



Student Lounge. 
STULG 



1/. 



Small Primary Educational Space (any education 

space 500 sq. ft. or less in size)* 

SPEDS 



13,017.50 



315.77 
1,117,30 
1,885,96 



30,03 



(P) 225.98 
2,323.69 



*niis space would normally be classified as Primary Educational Space 
but due to its small size of 500 sq. ft. or less is instead classified 
as Ancillary Space. 
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• 



ERIC 



SCHOOL: 



Madison Jr. High (Continued) 



AN C 1 LLARY SPACK ^Continued) 



13. Use Unknown Ancillary Space. 
UNKAN 



Sub Toh^i 18y916.23 



TOTAL ANCILLARY SPACE__ 



'KJMARY EDUCATIONAL SPACE* 



1. General Classroom 

GENCL 

2. Educacional Laboratories 



Reading Laboratory. 



Language Laboratory. 
I^LAB 



Science Laboratory. 
SCLAB 

"Other" Laboratory. 
OTLAB 



^. Lecture Rooms. 
LECRM 



A. Home Economics. . 
HECON 

industrial Arts 



Metal Works. 
METAL 



Industrial Mechanics. 
MECHX 



Woodworking, Construction. 
WODCO 



Electricity, Electronics. 
ELECT 



Drafting, Mechanical Drawing. 
DRAFT 



*A11 space is greater than 500 sq. ft. in size. 
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Sq. Feet 



^2.289.72 



Sq. Feet 



(P)6,499.78 
16,279.85 



811.52 



2,044.57 



1,079.38 



1,850.07 



SCHOOL: Madisan Jr. High (Continued) 

PRIMARY EDUCATIONAL SPACE (Continued) 

Industrial Arts (Continued) 

Automotive 

AUTOM 

Forestry 

FORET 

6. Student Rooms (includes play rooms, quiet rooms, 
activity rooms, study rooms, work rooms, 
reading rooms, listening rooms, large group 

rooms, etc.) 

STURM 

7. Special Education Rooms 

Deaf 

DEAFX 

Emotionally Handicapped 

EMOHA 

Educable Mentally Retarded 

EDUMR 

Trainable Mentally Retarded 

TRAMR 

Children's Hospital... 

CHOSP 

8. Music, Ensemble, Instruments 

MUSIC 

9. Other Classrooms 

OTHCL 



Sq. Feet 



2,659.07 



TOTAL PRIMARY EDUCATIONAL SPACE 



31,224.24 



ALL SPACE 



Sq. Feet 



Ancillary Space 

1. Maintenance Ancillary Space_ 

2. Support Ancillary Spac e 



3. Educational Ancillary Space^ 
Ancillary Sub Total 
Primary Educational Space 



9,964.72 
13,408.77 
18,916.23 
42,289.72 
31,224.24 



GRAND TOTAL 



73.513.96 
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.S(JiOOL: Monroe Jr. High 



ERIC 



ANCILLARY Sl'ACK 



A. Maintenance Ancillary Space 

1. Boiler Room, Heating/ Cooling Facilities. 
BOILR 

2. Maintenance Offices/Rooms ••■ 

MAINT 



3 . Res t rooms , Lava tori es , 
RESTR 



A. Hallways, Entryways... 

XllALL 

5. Stairways, Stairwells. 
STAIR 



Sub Tntal 10,381,63 



Support Ancillary Space 

1. Cafeteria (student/ Ifacul ty) 

CAFET 

2. Snackbar 

SNKBR 

3. Kitchen and Food Prep 

KITCH 

A. Health and Nurse's Office 

NURSE 

5. Storage and Supply (all) 

STRGE 

6. Ticket Offices 

TIKOF 

1. Dressing Rooms for Theatre, Choral, Stage, etc. 
DRESR 

8. Locker Rooms and Shower Spaces 

Boy 'S--BLKRM 

Girls--GLKRM 

9, Administrative Offices (all) 

(Includes also Counselor & Guidance 

Offices 209 sq. ft. or less in size) 



Sq. Feet 
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477.18 
326.24 
1,565.90 
8,012.31 



5,302.04 

1,121.34 
336.37 
6,458.97 

51.14 

3,656,07 

1,G19.06 



:RLC 



SClUK)!.: 



Monroe Jr. High (Continued) 



ANCll.lAKY SPACE (Continued^ 



10. Faculty Lounge. 
FACLG 



1 



Fnrulty Work Rooms, Planning Spaces.. 
FAWKR 

Sub Votal 



19-752.21 



Kchuational Ancillary Space 

Gymnasium and all Athletic Rooms and Bleachers. 
Boys-"-BGYMN 
Clrrs--GGYMN 



1. 



Auditorium and Balcony. 
AUDRM 



Theatre. 
THETR 



Mul ti-Purpose Rooms. 
MLTIP 



Instructional Materials Center or Learning 

Center or Learning Resource Center 

XXI MC 



Stage. 
STAGE 



Library, Check-out Counter. 
LIBRY 



Audio-Visual Center, Broadcasting, Projection 

Booth, etc 

AVCTR 

Student Offices. Includes such rooms as School 
Store, Student Government, Student Yearbook, 
Darkrooms, Student Paper, etc 

Counselling and Guidance Centers. (Offices over 

209 sq. ft. in size) 

COCTR 



II. 



12. 



Student Lounge. 
STULG 



Small Primary Educational Space (any education 

space 500 sq. ft. or less in size)* 

SPEDS 




Sq. Feet 



528.79 
1,278.43 



12,919.14 



1,159.98 
1,465.24 
1,890.74 

393.54 

129.98 
215.36 



1,257.79 




iC« would normally be classified as Primary Educational Space 
iU small size of 500 sq. ft. or less is instead classified 
Space. 



SCHOOL: Monroe Jr. High (Continued) 



ANCILIARY Sl^ACK (i:i>n t inuod) 


Sq. Feet 


UNKAN 

Sub Tptal 19,431.77 








TOTAL ANCILLARY SPACE 


49,565.61 







I'KIMAKY 


EDUCATIONAL SPACE* 


Sq. Feet 


1 




(P)l, 122.94 






9 S35 46 


2 


Edijca t i on a 1 Labora tories 












O III A U 




















782.44 












939.79 




OTLAB 




'J 




2,055.85 












2,353.91 




W ECON 






Industrial Arts 








1,380.30 




METAL 












MECHX 








1,358.97 




WODCO 












ELECT 








522.72 




DRAFT 





*A11 space is greater than 500 sq. ft. in size. 



SCHOOL: 


Monroe Jr. High (Continued) 




PRIMARY EDUCATIONAL SPACE (Continued) 


Sq. Feet 


Industrial Arts (Continued) 






AUTOM 












FORET 




6. 


Student Rooms (includes play rooms, quiet rooms, 






activi ty rooms , s tudy rooms , work rooms , 






reading rooms, listening rooms, large group 












STURM 




7. 


Special Education Rooms 


■ 




DEAFX 












EMOHA 












EDUMR 












TRAMR 












CHOSP 




8. 




1,026.41 




MUSIC 








994.91 




OTHCL 






THTAT PRIMARY RDTICATIONAL SPACE 


22,073.70 










ALL SPACE 


Sq. Feet 




Ancillary Space 






1. Maintenance Ancillary Space 


10,381.63 




2. Support Ancillary Space 


19,752.21 




Rdiirational Ancillary Space 


19,431.77 




Ancillary Sub Total 


49,565.61 




Primary Educational Space 


22,073.70 










OHANn TOTAL 


71,639.31 
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SOiOOL: Roosevelt Jr, High 



ANCILLARY SPACK 


Sq. Feet 


A. 


Maintenance Ancillary Space 






536.66 
326.69 




I. 


Boiler Room, Heating/ Cooling 
BOILR 


Facili ties •• 




2. 


MAINT 






2,139.95 




3. 


RESTR 






13,690,90 




4. 


XllALL 






54.94 




5. 


STAIR 














Sub 


Tof-al 16.749.14 




H. 


Support Ancillary Space 




3,698.23 






Cafeteria (student/ faculty) . 
CAFET 








1. 










2. 


SNKBR 






545.08 




3. 


KITCH 






177.63 




4. 


Health and Nurse's Office.. 
NURSE 






3,916.75 




5. 


STRGE 










6. 
7. 


TIKOF 

Dressing Rooms for Theatre, 
DRESR 


Choral, Stage, etc. . . . 


« 

3,300.26 




8* 


LocKer KOoms ana oiiuwcl 
Boy's — BLKRM 
Girls--GLKRM 




1,317.13 




9. 


(Includes also Counselor & Guidance 
Offices 209 sq. ft. or less in size) 
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SCIUU)!.: 



Roosevelt Jr. High (Continued) 



ANCII.IARY SPACE (Continued) 



ERIC 



10. Faculty Lounge. 
FACLG 



11. Faculty Work Rooms, l^lanning Spaces,. 
FAWKR 

Sub Total 



Educational Ancillary Space 

1. Gymnasium and all Athletic Rooms and Bleachers, 
Boys--BGYMN 
Girl»s--GGYMN 



Auditorium and Balcony, 
AUDRM 



■3. 



A. 



3. 



Theatre. 
THETR 



Mul ti-Purpose Rooms . 
MLTIP 



Instructional Materials Center or Learning 

Center or Learning Resource Center 

XXI MC 



Stage. 
STAGE 



Library, Check-out Counter. 
LIBRY 



Audio-Visual Center, Broadcasting, Projection 

Booth , etc • 

AVCTR 

Student Offices. Includes such rooms as School 
Store, Student Government, Student Yearbook, 
Darkrooms, Student Paper, etc 



10. 



1 L. 



12. 



Counselling and Guidance Centers. 

209 sq. ft. in size) 

COCTR 



(Offices over 



Student Lounge. 
STULG 



Small Primary Educational Space (any education 

space 500 sq. ft. or less in size)* 

SPEDS 



Sq. Feet 



388.92 
2,018.48 



15,961.08 



1,716.02 



761.05 
1,512,00 
1,465.00 



115.33 



348.93 



*'i*his space would normally be classified as Primary Educational Space 
but due to its small size of 500 sq. ft. or less is instead classified 
as Ancillary Space. 

164 



164 



SCHOOL: 



Roosevelt Jr. High (Continued) 



ANCILIAKY SPACK (Continued) 



13. Use Unknovm Ancillary Space, 
UN KAN 



Sq. Feet 



Sub Total 21.879.41 



TOTAL ANCILLARY SPACE_ 



IM<IMAKY i'lDUCATlONAL SPACE* 



1. General Classroom. 
GENCL 



Kducat ional Laboratories 



Koading Laboratory, 
RDIAB 



LanRuage Laboratory. 



Science Laboratory, 
SCIJVH 

"Other** Laboratory. 
OTLAB 



53, 991,03 



Sq. Feet 



20,867.28 



880.54 



EKLC 



5. Lt'Cturc Rooms, 
LECRM 



Home Economics., 
HE CON 

S. Industrial Arts 

Metal Works, 
METAL 



Industrial Mechanics, 
MEQIX 



Woodworking, Cons truction . 
WODCO 



Electricity, Electronics. 
ELECT 



Drafting, Mechanical Drawing. 
DRAFT 



Mil space is greater than 500 s^. ft. in size. 
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2,032.70 



1,758.00 



1,615.37 
1,822.67 



SCHOOL: Roosevelt Jr. High (Continued) 




PRIMARY EDUCATIONAL SPACE (Continued) 


Sq. Feet 


Industrial Arts (Continued) 




AUTOM 




FORET 




A Qt-t%ri aryi- Roomc ^inpliidps dIhv rootiis • Qulet rooms, 
activity rooms, study rooms, work rooms, 

yooma 1 1 A t" pn 1 n o rooms lar&e croup 

STURM 




7. Special Education Rooms 




DEAFX 




EMOHA 




EDUMR 


3,439.50 


TRAMR 




CHOSP 




MTTC T r* 


1,273.34 


OTHCL 




THTAT. PRIMARY RDIICATIONAL SPACE 


33,689.40 








ALL SPACE 


Sq. Feet 


Ancillary Space 




1. Maintenance Ancillary Space 


16,749.14 


2. Support Ancillary Space 


15,362.48 


-X. Fducational Ancillary Space 


21»879.41 


Anrinarv Sub Total 


53,991.03 - 


Primary Educational Space 


33,689.40 






GRAND TOTAL 


87,680.43 







166 



SUiOOL: Spencer Butte Jr, High 



ANCILLARY SPACK 



A. Maintenance Ancillary Space 



1. 
2. 



Boiler Room, Heating/ Cooling Facilities. 
BOILR 



Maintenance Of f ices/ Rooms. 
MAINT 



Sq. Feet 



3. Restrooms, Lavatories. 
RESTR 



B. 



4. Hallways, Entryways... 
XllALL 

5. Stairways, Stairwells. 
STAIR 



Sub Total 18.644,26 



Support Ancillary Space 

I. Cafeteria (student/ faculty) . 



2. 
3. 
4- 



CAFET 

Snackbar. 
SNKBR 



Kitchen and Food Prep 

KITCH 

Health and Nurse's Office. 
NURSE 

Storage and Supply (all)., 
STRGE 



7. 



8. 



9. 



Ticket Offices 

TIKOF 

Dressing Rooms for Theatre, Choral, Stage, etc. 
DRESR 



Locker Rooms and Shower Spaces. 

Boy*s--BLKRM 

Girls — GLKRM 



Administrative Offices (all) 

(Includes also Counselor & Guidance 
Offices 209 sq. ft. or less in size) 



340.38 
72.50 
1,631.63 
16,599.75 



3,001.42 

684.35 
145.84 
1,634.65 



1,918.83 



927.39 
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I,. Spencer Butt e Jr. High (Continued) 



SCIIOOI. 

ANCll.lAKY SPACE (CouLinued) 



Sq. Feet 



10- Faculty Lounge 

FACLG 

11. Faculty Work Rooms, Planning Spaces.. 
FAWKR 

Sub Total 



9,684.55 



716.13 
655.94 



C. Kdutational Ancillary Space 



1. 

2. 
3. 



Gymnasium and all Athletic Rooms and Bleachers, 

Boys — BGYMN 

Glrl*s--GGYMN 

Auditorium and Balcony 

AUDRM 



Theatre. 
THETR 



5. 



Multi-Purpose Rooms 

MLTIP 

instructional Materials Center or Learning 

Center or Learning Resource Center 

XXI MC 



Stage. 

STAGE 



7. 

a. 

9. 
10. 

11. 

12. 



Library, Check-out Counter 

LIBRY 

Audio-Visual Center, Broadcasting, Projection 

Booth, etc 

AVCTR 

Student Of rices. Includes such rooms as School 
Store, Scudenc Government, Student Yearbook, 

Darkrooms, Student Paper, etc 

Counselling and Guidance Centers. (Offices over 

209 sq. ft. in size) . . . * 

COCTR 



Student Lounge. 
STULG 



Small Primary Educational Space (any education 

space 500 sq. ft. or less in size)*^ 

SPEDS 



11,187.70 



1,140.12 
1,330.32 



1,562.88 



II9-3I 



979.36 



★This space would normally be classified as Primary Educational Space 
but due to its small size of 500 sq. ft. or less is instead classified 
as Ancillary Space. 
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ERIC 



StniOOL: Spencer Butte Jr. High (Continued) 




/\Nf:iI.lJ\KY SPACK (ConLinued) 


Sq. Feet 


IJNKAN 

Sub Total 16,319.89 








TOTAT. ANCTTJARY SPACE 


44.648.70 







'K]M/\RY I'DUCATIONAL SPACE* 



1, 



General Classroom. 
nKNCL 



Educo ti onal Laboratories 



Koading Laboratory. 



Language Laboratory. 



Sci i.'nce Laboratory. 
SCLAB 

*'Other'* Laboratory, 
OTLAB 



3. Lrcture Rooms, 
LECKM 



llomt' Economics. 
IIECON 



J iidustrial Arts 

Metal Works. 
METAL 



Indus trial Mechanics, 
MECHX 



Woodworking, Cons true tion. 
WODCO 



Electricity, Electronics. 

ELECT 



Dra f ting. Mechanical Drawing. 
DRAFT 



*A11 space is greater than 500 sq. ft. in size. 
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Sq. Feet^ 



19,208.52 



1 ,442.40 



910.47 



1,381.01 
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SCHOOL: 


Spencer Butte Jr. High (Continued) 




PRIMARY EDUCATIONAL SPACE (Continued) 


Sq. Feet j 


Industrial Arts (Continued) 






AUTOM 












FOUET 




6. 


Student Rooms (includes play rooms, quiet rooms. 






activity rooms , s cuuy rooms ^ wo ur>. *■ uuma ^ 






reading rooms, liriteiiing rocms, large group 
















7. 


Soecial Education Rooms 






DEAFX 












EMOHA 












EDUMR 












TRAMR 












CHOSP 




8, 




2,569.84 




MUSIC 




9. 








OTHCL 






TOTAT. PRIMARY RDllCATIONAL SPACE 


25,512.24 










ALL SPACE 


Sq. Feet 




Ancillary Space 






1- Maintenance Ancillary Soace 


18,644.26 




Support Ancillary Soace 


9,684.55 




Fdiicatlnnal Ancillary Space 


16,319.89 




Anr-f llarv Sub Total 


44,648.70 




Primary Educational Space 


25,512.24 










GRAND TOTAL 


70.160.94 
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S(3100L: Cal Young Jr, High 



ANCILLARY SPACK 



A, Maintenance Ancillary Space 

. 1. Boiler Room, Heating/ Cooling Facilities, 
BOILR 

2. Maintenance Of flees/ Rooms > 

MAINT 



Res t rooms , Lava tori es . 
RESTR 



A, Hallways, Entryways. 
XHALL 



5, Stairways, Stairwells, 
STAIR 



Sq, Feet 



1,068.94 



106.02 
1,616.60 
14,911.06 



Sub Total 17,702.62 



H. Support Ancillary Space 

1. Cafeteria (student/ faculty ) , 



2. 
3. 
4. 
3. 



CAFET 

Snackbar. 
SNKBR 



Kitchen and Food Prep 

KITCH 

Health and Nurse's Office. 
NURSE 



Storage and Supply (all). 
STRGE 



Ticket Offices. 
TIKOF 



7. Dressing Rooms for Theatre, Choral, Stage, etc, 
DRESR 

8. Locker Rooms and Shower Spaces 

^ Boy 'S--BLKRM 

Girls--GLKRM 



9. Administrative Offices (all) 

(Includes also Counselor & Guidance 
Offices 209 sq. ft. or less in size) 



2,768.57 

677.23 
309.28 
2,699.19 



2,164.69 



712.50 
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SCMOOl.r Cal Young J r, High (Continued) 
ANcn.lAKY SPACIi (ConL iniied ) 



10. Faculty Lounge 

FACLG 

11. F''i»uUy Work Rooms, Planning Spaces 
FAWKR 



Sub Total 




C. 1' 



:durational Ancillary Space 

1. Gymnasium and all- Athletic Rooms and Bleachers, 
Boys--BGYMN 
Girl's--GGYMN 



Auditorium and Balcony. 
AUDRM 



Theatre. 
THETR 



Mul ti-Purpose Rooms 

MLTIP 

5. Instructional Materials Center or Learning 
Center or Learning Resource Center 



Stage. 

STAGE 



7. 
8. 

9. 

10. 

11. 
12. 



Library, Check-out Counter • 

LIBRY 

Audio-Visual Center, Broadcasting, Projection 

Booth, etc 

AVCTR 

Student Offices. Includes such rooms as School 
Store, Student Government, Student Yearbook, 
Darkrooms, Student Paper, etc 

Counselling and Guidance Centers. (Offices over 

209 sq. ft. in size) 

COCTR 



Student Lounge. 
STULG 



Small Primary Educational Space (any education 

space 500 sq. ft. or less in size)* 

SPEDS 



12,147.86 



2,111.43 



2,103.28 



206.96 
216.83 



716.18 



niiis space would normally be classified as Primary Educational Space 
but due to its small size of 500 sq. ft. or less is instead classified 
as Ancillary Space. 



EKLC 
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ERIC 



S{ni()OI.: Cal Young Jr. High (Continued) 




ANCILIAKY .:rA(:K (ConLinuecJ) 


Sq. Feet 


UNKAN 

Sub Total 17,502.54 








TOTAT. ANCTUJ^RY SPACE 


46,225.80 







n<IM/M<Y KDUCATIONAL SPACE* 



1 . General Classroom. 
CKNCI. 



2. Educational Laboratories 



Krading Laboratory. 



l.nuKiiSge Laboratory. 
!A1J\B 



Sciriice Laboratory. 
SCUli 

••OLher" Laboratory. 
OTLAli 



i. Lecture Rooms. 
LECRM 



Home Economics, 
HECON 



Indust rial Arts 

Metal Works. 
METAL 



[r,du.strial Mechanics, 

r:!:aix 



rciworking, Construction. 
V'ODCO 



Electricity, Electronics , 
ELECT 



Drafting, Mechanical Drawing. 
DRAFT 



*A11 space is greater than 500 sq. ft. in size. 
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[P) 2,279.22 
18,111.41 



948.66 



Sq. Feet 



2,202.21 



1,238.86 



1,311.84 
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SCHOOL: 


Cal Young Jr. High (Continued) 




PRIMARY EDUCATIONAL SPACE (Continued) 


Sq. Feet 


Industrial Arts (Continued) 






AUTOM 






FORET 




6. 


Student Rooms (includes play rooms, quiet rooms. 






activity rooms, study rooms, work rooms, 






reading rooms, listening rooms, large group 
















7. 


Special Education Rooms 












DEAFX 












EMOHA 












EDUMR 












TRAMR 












CHOSP 




8. 




1,922.71 




MUSIC 




9. 








OTHCL 






TOTAT. PRIMARY EDUCATIONAL SPACE 


28 014 91 












ALL SPACE 


Sq. Feet 




Ancillary §pace 






1- Maintenance Ancillary Space 






2. SuDDort Ancillary Space 


11 no a AA 




Educational Ancillary Space 


17,502.54 




Ancillary Sub Total 


46,225.80 




Primary Educational Space 


28,014.91 










GRAND TOTAL 


74,240.71 
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U3iO()L: 



SUMMARY ALL JUNIOR HIGH 



ANCILLARY SPACK 



A. Maintenance Ancillary Space 

1. Boiler Room, Hea ting/ Cool ing Facilities, 
BOJLK 

2. Maintenance Of f ices/ Rooms ■ 

MA INT 



3. Krs t rooms , Lavatories. 



I4. Hal lways, Entryways. . . 
XUALL 

3. Stairways, Stairwells, 
STALR 



Sub Total 117,773.64 



Sq, Feet 



4,537.63 
1,858.39 
13,344.21 
97,812.67 
220.74 



B. 



Support Ancillary Space 

I. Cafeteria (student/ faculty ) . 



2. 



CAFET 

Snackbar. 
SNKBR 



Kitchen and Food Prep 

KlTai 

Health and Nurse's Office. 
NURSt: 

Storaj^e atid Supply (all).. 
STKGK 



Ticket Offices. 

TIKOF 

Diessing Rooms for Theatre, Choral, Stage, etc. 

DRESK 



8. 



9. 



I,ocker Rooms and Shower Spaces. 
Boy Vs-~BLKRM 
Girls — GtJCRM 



Administrative Offices (all) 

(Includes also Counselor & Guidance 
Offices 209 sq. ft. or less in size) 



28,498.65 
99.04 
5,949.37 
1,837.14 

31,326.84 

134.02 
20,337.52 

7,958.64 



175 



SCIiOOI.: 



SUMMARY ALL JUNIOR HIGH (Continued) 



ANCil.lAKY SPACt: (Coutimied) 



c. 



10 



Faciil ty Lounge 

FACLG 

II. Faculty Work Rooms, Planning Spaces, 
FAWKR 



Sub Total 109,403.32 



•iducationa L Ancillary Space 

1. Gymnasium and all Athletic Rooms and Bleachers, 
Boys--IiGYMN 
Girl's—GGYMN 



Auditorium and Balcony. 
AUDRM 



Theatre. 
'HIETR 



Mul Li -Purpose Rooms , 
MLTIP 



Instructional Materials Center or Learning 

Center or Learning Resource Center 

XX] MC 



Sta^e. 
STAGE 



10. 



II, 



12 



Library, Check-out Counter 

LIBRY 

Audio-Visual Center, Broadcasting, Projection 

Booth, etc 

AVCTR 

Student Offices. Includes such rooms as School 
Store, Student Government, Student Yearbook, 
Darkrooms, Student Paper, etc 

Counselling and Guidance Centers. (Offices over 

209 sq. ft. in size) 

COCTR 



Student Lounge. 
STULG 



Small Primary Educational Space (any education 

space 500 sq. ft. or less in size)* 

SPEDS 



Sq. Feet 



4,156.44 
9,105.66 



104,311.32 



1,716.02 



6,799.99 
6,555.71 
15,050.94 

1,295.34 

1,209.40 
1,716.58 



10,216.27 



★l-his space would normally be classified as Primary Educational Space 
but due to its small size of 500 sq. ft. or less is instead classified 
as Ancillary Space. 
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ERIC 





Sq. Feet 


UNKAN 

Sub Total 148,871.57 








TOTAT. ANCTIJJVRY SPACE 


376,048.53 







|>kl MAKY KDUCATIONAL SPACE* 



1. General Classroom. 
CKNCL 



I. Kducaiional Laboralorics 



Kcading Laboratory. 
KlJlAU 



I.niiftuage Laboratory. 



Sc i I'Hce Laboratory. 
SCLAU 

"Other" Laboratory. 
OTLAB 



Lecture Rooms. 
LKCIOl 



Home Economics. 
HECON 



Industrial Arts 

Ncral Works. 
METAL 



Indus trial Mechanics . 
MECHX 



Wt>()dworking, Construction. 
WOf)C0 



HI c-^ctricity, Electronics. 

KL>:CT 



Drafting, Mechanical Drawing. 
DRAFT 



*All space is greater than 500 sq. ft. in size. 
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Sq. Feet 



151,850.18 

6,213.91 
911.07 
782.44 
939.7-^ 

5,344.57 
16^039.21 

10,346.77 
668.09 
11,725.10 
1,822.67 
522.72 
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ERIC 



SCHOOL: 



SUMMARY ALL JUNIOR HIGH . (Continued) 



PRIMARY EDUCATIONAL SPACE (Continued) 



Sq. Feet 



Industrial Arts (Continued) 



Automotive. 
AUTOM 



Forestry, 
FOUET 



Student Rooms (includes play rooms, quiet rooms, 
activity rooms, study rooms, work rooms, 
reading rooms, listening rooms, large group 

rooms , etc. ) " ' 

STURM 



7. S pecial Education Rooms 



Deaf 

DEAFX 

Emotionally Handicapped. 
EMOHA 



Educable Mentally Retarded.. 
EDUMR 

Trainable Mentally Retarded. 
TRAMR 



Children's Hospital. 
CHOSP 



Music, Ensemble, Instruments. 
MUSIC 



9. Other Classrooms, 
OTHCL 



TOTAL PRIMARY EDUCATIONAL SPACE^ 



ALL SPACE 



Ancillary Space 

1. Maintenance Ancillary Space^^ 

2. Support Ancillary Space 



3. Educational Ancillary Space^:::^ 
Ancillary Sub Total 
Primary Educational Space 



GRAND TOTAL^ 
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594.95 



928.88 
3,439.50 



18,385.71 
994.91 



231,710>47 



Sq. Feet 



117,773.64 
109,403.32 
148,871.57 
376,048.53 
231,710.47 



607,759.00 



TABLE 2: BUILDING SPACE BY USAGE AND SQUARE FEET. (continued) 



Senior High Schools. 



180 



• 



.UJIOOL: Action Hi^-h 



AN CI LLAKY Sl'ACK 



Mainionance Ancillary Space 

1, Boiler Room, Heating/ Cool ing Facilities. 



BO ILK 

2, Maintenance Offices' 
MA I NT 

*J, Kt^strooms, Lavatorii 
KESTR 



Hal 1 ways, Entryways. 
KUAU, 



>tai rways , Stairwells, 
STAIR 



Sq, Feet 



333,36 
1,075.51 
482.52 



\ 



Sub.Total 1,891.39 



B. Support Ancillary Space 

1 . Cafeteria (s tudent/ facul t y ) , 



2. 

:3. 



6. 

7, 



Snackbar. 
SNKBR 



Kitchen and Food Prep. 
KlTCTl 



Health and Nurse's Office, 
NURSt: 



Storage and Supply ''all), 
STRGK 



363.70 



Ticket Offices. 
TIKOr 



Dressing Rooms for Theatre, Choral, Stage, etc...., 
DRESK 



Locker Rooms and Shower Spaces. 

Boy's--BLKRM 

Girls--GLKRM 



Administrative Offices (all) 

(Includes also Counselor & Guidance 
Offices 209 sq. ft. or less in size) 



250.00 



EKLC 
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SCIUH)!.: Action High (Continued) 
ANCIl.lAKY SPACE (Continued) 



10. Facul ty Lounge. 
FACLG 



11. Fartilty Work ''.^oms. Planning Spaces.. 
FAWKR 

Sub Total 



613.70 



c. Kduiational Ancillary Space 



1. 



2. 



•J. 



Gymnasium and all Athletic Rooms and Bleachers, 

Boys--BGYMN 

Girl *s--GGYMN 



Auditorium and Balcony. 
AUDRM 



Theatre 

ITIETR 

Mul ti -Purpose Rooms. 
MLTIP 



3. Instructional Materials Center or Learning 

Center or Learning Resource Center 

XXI MC 



Stage. 
STAGE 



Library, Check-out Counter. 
LIBRY 



Audio-Visual Center, Broadcasting, Projection 

Booth, etc 

AVCTR 



Student Offices. Includes such rooms as School 
Store, Student Govern ent, Student Yearbook, 
Darkrooms, Student Paper, etc 



10. 



11. 



Counselling and Guidance Centers. 

209 sq. ft. in size) 

COCTR 



(Offices over 



Student Lounge. 
STULG 



Small Primary Educational Space (any education 

space 500 sq. ft. or less in size)* 

SPEDS 



Sq. Feet 



250.47 



241.84 



654.50 



EKLC 



-This space would normally be classified as Primary Educational Space 
but due to its small size of 500 sq. ft. or less is ins tead classified 
as Ancillary Space. 
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Sq . Feet 


IINKAN 

Sab Total 1,146.81 








TOTAL ANCILLARY SPACE 


3.651.90 







!'UIMM<Y i':i)U(j\TIONAL SPACK^ 



1. General Classroom. 
GHNCL 



Kdiica t i oim 1 Laboratories 



K.-ading Laboratory. , 
KDIA'H 

L 1 n > 1 a g e I , a b o r a c i ) r y , 



Sci eiice Laboratory. 
SCIAU 

"CUIu*r" Laboratory. 
OTIJ\H 



i . LfC t II re Rooms . . 
Ll'XRiM 

Home Kconomics. 
H 1£C0N 



Industrial Arts 



Met al Works. 
MI-riAL 



Industrial Mechanics 

MKCnLX 

Wood wo rk inR , Cons t rue t i on . 
WODCO 



Kiectrici ty , Llec tronics . 
HLK "f' 



Drafting, Mechanical Drawing. 
DRAFT f 



ERLC 



*A11 =>pace is greater than 500 sq. ft. in siz^J. 

1 82 



Sq. Feet 



2,992.04 



SCHOOL: Action High (Continued) 


PRli ;kY educational space (Continued) 


Sq. Feet 


Industrial Arts (Continued) 


1 

[ 


AUTOM 


FORET 

6. Student Rooms (includes play rooms, quiet rooms, 
activity rooms, study rooms, work rooms, 
reading rooms, listening rooms, large group 


STURM 

?• Sp cial Education Rooms 
DEAFX 
EMOHA 
EDUMR 
TRAMR 


CHOSP 
MUSIC 


OTHCL 


TOTAL PRIMARY EDUCATIONAL SPACE 


2,992.04 








ALL SPACE 


Hq. Feet 


Ancillary Space 

1. Maintenance Ancillary Space 

2. Support Ancillary Space 

3. Educational Ancillary Space 

Ancillary Sub Total 
j. ' Primary Educational Space 


1,891.39 
613.70 
1,146.81 
3,651-90 
2,992.04 


GRAND TOTAL 


6.643.94 
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Churchill High 



A. 



Ma intenance Ancillary Sp'^ce 

1. Boiler Room, Heating;/ Cooling Facilities. 
HOILR 

2. Maintenance Offices/ Rooms 

MA I NT 



3. K(^sLrooms, Lavatories. 

KKSTR 



4. Hallways, Entryways... 
XllALL 

5. Stairways, Stairwells. 
STA 1 R 



Sq. Feet 



(P) 116.28 
5,430.74 

362.34 



(P) 79.24 
2,470.51 

28,293.66 



Sub Total 36,752.7 7 



Support Ancillary Space 
I. Cafotoria (student/ faculty) , 
CAFhl 



2. Snackbar. 
SNKBR 



3. Kitchen and Food Prep 

KITCIi 

6. Health and Nurse^s Office 

NURSE 

3. Storage and Supply (all) 

STRGE 

6. Ticket Offices 

TIKOF 

7. Dressing Rooms for Theatre, Clioral, Stage, etc. 
DRESR 

b. Locker Rooms and Shower Spaces - 

Boy's —BLrCim ^ 
Girls--CLKHM 

9. Adminictrative Offices (all) ' 

(Includes also Counselor & Guidance 



Offices 209 sq. ft. or less in size) 



8,850.74 
113.64 

(P) 37.39 
2,568.40 

821.91 
10,818.27 
2.M,08 j 
178.- V i 
4,474.11 

3,595.30 
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1&5 



SCIIOOI. : Churchill Hi tth (Continued) 
ANCII.IAKY Sl'ACt: (Continued) 



ERIC 



10. Faculty Lounge 

FACLG 

11. hVuulty Work Rooms, Planning Sp^^ 
FAWKR 

Sub 





C, Kdurational Ancillary Space 

1, Gyinnasium and all Athletic HooH^^ 
Boys--BGYMN 
Girl 'S--GGYMN 



2, Auditorium and Balcony. 
AUDRM 



3, Theatre 

THETR 

6, Mul ti-Purpose Rooms. 
MLTIP 



5. Instructional Materials Center ^^^^^f'x^Mng 
Center or Learning Resource Ce*^ 
XX IMC 



(i. Stage, 
. STAGE 



7, Library, Check-out Counter. ^ / ^ \, ' 

H, Audio-Visual Center, Broadcas c^^^' * . jectiofi 

Booth, etc • ^'^ \ 0 ' 

AVCTR ^ ,0. ^ 

9. Student Offices. Includes s^C^ / y Schc?^ 
Store, Student Government, S^u^^ • ' ^ j:book , 
Darkrooms, Student Paper, etc^"- \ , 

10. Counselling and Guidance Ceat^^^^- ^^^f A^es o"^^^..^ 

209 sq. ft. in size) ..^'^ \, ' 

COCTR 



I I. Student Lounge. 
STULG 



/ N 



12, Small Primary Educational ^p^c^ ^)*' ^ c^^^^"^^".^, . • • . 
space 500 aq. ft. or leas in « ' 



space 
SPEDS 




3,0 



^2x19 



1 



*This apace 
but due to 
as Ancillary Space 



would normally be classifiecl ^^aiV ^duc^^^d ^."^ 

its small size of 500 sq. ft:> ^ 



SCllOo:,: ^i--^^^"^^-!! High (Continued) 



13^ Ijso Ancillary Space 

UNKAN 



Sq. i'eet 



Sub Total 48,548,93 



TOTAL ANCILIARY SPACE^ 



PKIM\KY SPACE* 

1 General Classroom. 
GENCL 



2. j^sjli££iLlonal Laborat ories 



^^'^•adint; Laboratory. 



'"'^^'iRuage Laborato ry. 



123,721, 76_ 



Sq, Feet 



28,409.87 



2,696.45 



'^^U'lice Laboratory. 
J>CLAb 

"^^tht^r" Laboratory. 



3. l^^'^-^^ire Rooms. 
LECIiM 



H^^me Economics. 
IlECON 



Jil^iiiirj^ ArLs 

^f^tal :/orks, 
"'"lAL 



industrial Mechan: 



^^^<»clworking, C ng c ruction. 
WOOco 



^••iectriciLy , Electronics. 
KLECT 



^^sftlng. Mechanical Drawings 
DRAFT 



Mil apace is great^^r than *r>0 in ^^^e. 
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3,617.70 
3,366.14 



3,144.74 



1,349.80 
1,576.55 



187 



SCHOOL: Churchill High (Conti nued) ^ 

PRIMARY EDUCATIONAL SPACE (Continued) 

Industrial Arts (Continued) 

Automotive 

AUTOM 

Forestry 

FORET 

6. Student Rooms (includes play rooms, quiet rooms, 
activity rooms, study rooms, work rooms, 
reading rooms, listening rooms, large group 

rooms , etc. ) 

STURM 

7. Special Educa tion Rooms 

Deaf 

DEAFX 

Emotionally Handicapped 

EMOHA 

Educable Mentally Retarded 

EDUMR 

Trainable Mentally Retarded 

TRAMR 

Children's Hospital 

CHOSP 

8. Music, Ensemble, Instruments 

MUSIC 

9. Other Classrooms 

OTHCL 



TOTAL PRIMARY EDUCATIONAL SPACr:_ 



Sq, Feet 



10,804.40 



4,020.45 



58,986.10 



ALL SPACE 



EKLC 



Ancillary Space 

1. Maintenance Ancillary Space^ 

2. Support Ancillary Space 



3. Educational Ancillary Space^ 

Ancillary Sub Total 

Primary Educational Space_ 



GRAND TOTAL 



187 



Sq. Feet 



36,752.77 
38,420.06 
48,548.93 
123,721.76 
58,986.10 



182.707.86 
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SCHOOL: North Eugene High 



ANCILLARY SPACK 



Sq. Feet 



A. Maintenance Ancillary Space 

1. Boiler Room, Heating/ Cooling Facilities. 
BOILR 

2. Maintenance Of f ices/ Rooiis 

MAINT * 



Kes t rooms , Lava tories . 
RESTR 



4. Hallways, Entryways. 
X}lALL 



5. Stairways, Stairwells, 
STAIR 



2,396.45 
62.10 
1,216.37 

29,931.62 
298.50 



Sub Total 33,905.04 



B. 



Support Ancillar; Space 

1. Cafeteria (student/ faculty), 
OA PET 



2. Snackbar. 
SNKBR 



3. Kitchen and Food Prep, 
KITCH 



4. Health and Nurse's Office. 
NURSE 



Storage and Supply (all) 
STRGE 



6. Ticket Offices. 
TIKOF 



Dressing RooiT?^ for Theatre, Choral, Stage, etc. 
DRESR 



Locker Rooms and Shower Spacet^. 
Boy's — BLKRM 
Girls— 'GLKRM 



Administrative Offices (all) 

(Includes also Counselor & Guidance 
Offices 209 sq. ft. or less in size) 



6,197.10 
364.88 

1,105.75 
580.03 

4,891.23 
45.68 
430.12 

4,190. lu 

1,424.61 



EKLC 
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SCHOOL: North Eugene High (Continued) 



ANCII.IJVKY SPACE (Continued^ 



10. 
11- 



Faculty Lounge. 
FACLC 



Faculty Work Rooms, Planning Spaces.. 
FAWKR 

Sub Total 



23,283.22 



Educational Ancillary Space 

1. Gymnasium and all Athletic Rooms and Bleachers, 



2. 
3. 
A. 



Boys--BGYMN 
Girl's--GGYMN 

Auditorium and Balcony. 
AUDRM 



Theatre 

TllETR 

Multi-Purpose Rooms, 
MLTIP 



5. Instructional Materials Center or Learning 

Center or Learning Resource Center 

XXIMC 



Stage. 
STAGE 



7. 
8. 



Library, Check-out Counter. 
LIBRY 



Audio-Visual Center, Broadcasting, Projection 

Booth, etc 

AVCTR 

Student Offices. Includes such rooms as School 
Store, Student Government, Student Yearbook, 
Darkrooms, Student Paper, etc.«. 



10. 



II. 



12. 



Counselling and Guidance Centers* 

209 sq. ft. in size) 

COCTR 



(Offices over 



Student Lounge. 
STULG 



Small Primary Educational Space (any education 
space 5C^ sq. ft. or less in size)* 

SPEijS 



Sq. Feet 



1,068.23 
2,985.49 



17,736.73 

5,606.25 
1,216.70 



3,157.20 
4,055.63 

1,674.35 

470.69 
539.33 

1,919.27 
2,533.00 



*'rhis space would normally be classified as Primary Educational Space 
but due to its small size of 500 sq. ft. or less is instead classified 
aa Ancillary Sp^ace. 



EKLC 



1 ftQ 

JL. W *-/ 
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SCHOOL: North Eugene High ( Continued) 



ANCILIJ^RY SPACIK (Contlnuecl) 



Sq, Feet 



L3. Use Unknown Ancillary Space. 
IJNKAN 



Sub Total 



38,90905 



i 



TOTAL ANCILLARY SPACE 



IMUmKY KDUCATIONAL SPACE* 



1, General Classroom,. 

GENCL 

2- l::(Ju caij.onal Labo ratories 



lU-ading Laboratory. 
KI)IJ\B 



Language Laboratory. 



Sc i ence Laboratory. 

'•Other" Laboratory. 
OTLAB 



96,097.4L 



Sq. Feet _ 
31,115.22 



EKLC 



'i. Lecture Rooms. 
LECRM 



A. liomo Economics. 
IIECON 



') , 1 iidus t r 



Arts 



Metal Works. 
METAL 



Industrial Mechanics. 
MKCHX 



Woodworking, Construction. 
WODCO 



Electricity, Electronics. 

ELECT 



Drafting, Mechanical awing. 
DRAFT 



*All space is greater than 500 sq. ft. in size. 
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2,054.39 



1,415.80 



2,637.77 
769.22 
1,149.25 
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SC1400L- North Eugene High (Continued) ^ 


PRIMARY liDUClATlONAL SPACK (Continued) 


Sq. F^e'^ 


industrial Arts (Continued) 


789,95 
4,830.00 

2,766.50 


AiriMM 


FOKF.T 

6. Student Rooms ' (inc ludes play rooms, quiet rooms, 
ac t i vi ty rooms , s tudy rooms , work rooms , 
reading rooms, listening rooms, large grou^ 


STURM 

7, Special Education Rooms 


DKAFX 

f-:moha 

EDUMR 
TRAMR 


CHOSP 
MUSIC 


OTHCL 


jnxAT, PRT^1APV p-nTirATTDNAL SPACE 


47,528.10 






ALL SPACE 


Sq. feet 


Ancillary Space 

1. Maintenance Ancillary Space 

7 Sllppnr^ Anr-rnpry Space 

3- Educational Ancillary Space 
Ancillary Sub Total 
Primary Educational Space 


33,905.04 
13, 283. 22 
38,909.15 
96,097.41 
47,528.10 


nRANn TOTAT. 


143,625.51 



ERIC 
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S(3100L: Sheldon High 



ANCILLAKY SPACi: 



Sq. Feet 



A, Mainlenance Ancillary Space 

1. lUnler Room, Heating/ Cooling Facilities. 
HOILR 

2. Maintenance Of f ices/ Rooms 

m J NT 

!3. Krs t rooms , Lavatories 

KESTR 



Hallways, Entryways. 
KllALL 



Stairways , Sialrwells, 
STAIR 



Sub Total 46.347.14 



1,123.41 
351.31 

3,967.07 
40,596.44 
308.91 



ii. Support 



1 



' .ry Space 
..i (student/ faculty) , 



3. -jhen and Food Prep 

KifCH 

4. Health and Nurse's Office 

NURSE 

5. Storage and Supply (all) 

STRGE 

6. Ticket Offices 

TIKOF 

7. Dressing Rooms for Theatre, Choral, S?:age, etc. 
DRESR 

8. Locker Rooms and Shower Spaces 

Boy's — BLKRM 



Girls— GLKRM 



9. 



Administrative Oifices (all)..^ 

(includes also Counselor & Guidance 
Oftices :^09 sq. ft. or less in size) 



9,130.63 
242.56 
1,821.14 
844.09 
15,041.05 
83.97 
433.31 
4,548.74 

3,232.19 



ERIC 
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SCIiOOl.: Sheldon High (Continued) 



At'K'.ll.lAKY SI»Ac:K ( Cdu I i nuecM 



>q. Feet 



10. Faculty Lounge 

KA (;!,<; 

11. F.^uUy Work Kooms> Planning Spaces.. 
FAWKR 

Sub Total 



41,554,60 



527.67 
5,649.25 



c. 



Kdut aiional Ancillary Space 

1. Gymnasium and all Athletic Rooms and Bleachers, 
Hoys--BGYMN 
C;irl's--GGYMN 



A. 
5. 



7. 

8. 



1 



12. 



Auditorium and Balcony. 
AUDRM 



i. Thea tre. 
TOETR 



Multi -Purpose Rooms . 
MLTIP 



Instructional Materials Cen,ter or Learning 

Center or Learning Resource Center 

XXIMC 



Stage. 
STAGE 



Library, Check-out Countei 
LIBRY 



Audio-Visual Center, Broadcasting, Proj,ection 

Booth, etc 

AVCTR 



9. Student Offices. Includes such rooms as School 
Store, Student Government, Student Yearbook, 
Darkrooms, Student Paper, etc 

10. Counselling and Guidance Centers. (Offices over 

209 sq. ft. in size) 

COCTR 



Student Lounge. 
STULG 



Small Primary Educational Space (any education 

space 500 sq. ft. or less in size)* 

SPEDS 



24,231.28 

5,132.25 
1,683.38 



217.67 
5,302.91 
5,373.47 

1,078.02 

1,073.64 
553-66 



2,985.82 



*'lliis space would normally be classified as Primary Educational Space 
but due to its small size of 500 sq. ft. or less is instead classified 
as Ancillary Space. 
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I OA 



SCllOOl.: Slioldor Uigli (Continued) 


ANCII.IAKY Sl'ACI': (t:i>nl inufd) 


Sq. Feet 


UNKAN 

Sub Total 47,632.10 








TOTAL ANCILLARY SPACE 


135,533.84 







rKIM/\KY laXIwAi lONAL SPACE* 



1. General Classroom. 
GKNCK 



luiiicn 1 1 <>nn I Laboratories 



Koading Laboratory, 
K 1)1 AH 



Lan>',ijage Laboratory. 



Scii'Hce Laboratory. 
SCLAU 

"Oilu'r" Laboratory. 

t) riJMi 



I. I.t c Lure Kooms. . 

A. ^'oi-t ''Xvmomics, 
MIX ON 



1 udi«s iri al ArLs 



Metal Works, 
ML'I'AL 



I ndus trial Mechanics . 

MHCHX 



Wot>dworking, Cons true t ion . 
WO I) CO 



KLec trici ty, Electronics, 
ELECT 



Drafting, Mechanical Drawing. 
DRAFT 



EKLC 



*^A11 space is greater than 500 sq. ft. in size. 
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Sq. Feet 



31,206.26 



681.47 



3,733.90 



1,630.24 
1,230.21 
1,412.94 
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SCHOOL: Sheldon High (Continued) 



P RI MA RY KDUCATIONAL SPACB (Continued) 



Sq. Feet 



Industrial Arts (Continued) 



Automotive, 
AUTOM 



Forestry 

FOUET 

6. Student Rooms (includes play rooms, quiet rooms, 
activity rooms, study rooms, work rooms, 
reading rooms, listening rooms, large group 

rooms , etc. ) 

STURM 



7. Special Education Rooms 



Deaf. . 
DEAFX 



Emotionally Handicapped. 
EMOHA 



Educable Mentally Retarded. 
EDUMR 



Trainable Mentally Retarded, 
TRAMR 



Children's Hospital. 
CHOSP 



8. Music, Ensemble, Instruments, 
MUSIC 



9. Other Classrooms. 
OTHCL 



1,196,25 
557.92 



711.26 



2,820.84 



4,231.50 



TOTAL PRIMARY EDUCATIONAL SPACE, 



49,412.79 



ALL SPACE 


Sq. Feet 


Ancillary Space 

1. Maintt'nance Ancillary Space 

2. SuDDort Ancillary Space 

1- Frfucational Ancillary Space 
Anclllarv Sub Total 
Primary Educational Space 


46,347.14 
41,554.60 
47,632.10 
135,533.84 
49,412.79 


GRAND TOTAL 


184,946.63 







ERIC 
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S(3UX)L: South Eugene High 



ANCiLLAKY STACl 



A. Maintenance Ancillary Space 



Sq. Feet 



I. Boiler Hoom, Hea ting/ Cooling Facilities. 
WILR 

l. Maintenance 0 t*f ices/ Rooms < 

MA INT 



3 . Ri'S t rooms , Lava tori es . 
RKSTR 



4. Hallways, Entryways. . . 
XHAI.L 

5. Stai rways, Stairwells. 
STAIR 



Sub Total 64,967,22 



1,517,77 
324.69 
10,204.08 
48, 147,09 

4,773.59 



H. Support Ancillary Space 

I. Caieteria (s tudent/ facul ty ) , 
CAFET 



2. Snackbar. 
SNKBK 



3. 
4. 



Kitchen and Food Prep 

K 1 TCll 

Health and Nurse's Office. 
NURSE 

Storage and Supply (all).. 
STRGE 



6. Ticket Offices 

TIKOF 

7. Dressing Rooms for Theatre, Choral, Stage, etc, 
DRESR 

H. Locker Rooms and Shower Spaces 

Boy's — BLKRM 
Girls — cue RM 

9. Administrative Offices (all) 

(Includes also Counselor & Guidance 
Offices 209 sq. ft. or less in size) 



7,552.13 

2,042.62 
1,072,00 
17,160,92 
202.00 
1,153,50 
8,490.41 

1,830.75 



EKLC 
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SCHOOL: South F.upene High (Continued) 
ANCII.IAKY SI'ACK (Continued > 



ERIC 



10. Faculty Lounge 

FACIX; 

11. Faculty Work Rooms, Planning Spaces.- 
. FAWKR 

Sub Total 



43,428.50 



Kduiaiional Ancillary Space 
• 1. Gymnasium and all Athletic Rooms and Bleachers, 



Boys--BGYMN 
Girrs--CGYNN 

Auditorium and Balcony. 
AUDRM 



'3. 



5. 



Theatre. 
TllETR 



Multi-purpose Rooms 

MLTIP 

instructional Materials Center or Learning 

Center or Learning Resource Center 

XXI MC 



Stage, 
STAGE 



8. 



10. 



11. 



12. 



Library, Check-out Counter 

LIBRY 

Audio-Visual Center, Broadcasting, Projection 

Booth, etc 

AVCTR 

Student Offices. Includes such rooms as School 
Store, Student Government, Student Yearbook, 

Darkrooms, Student Paper, etc 

Counselling and Guidance Centers. (Offices over 

209 sq. ft. in size) 

COCTR 



Student Lounge 

STULG 

Small Primary Educational Space (any education 

space 500 sq. ft. or less in size)* 

SPEDS 



Sq. Feet 



824.29 
3,099.88 



30,948.07 

15,736.24 
1,959.70 



938.11 
3,916.83 
4,962.33 

1,351.16 

1,338.65 
744.33 



2,813.22 



*This space would normally be classified as Primary Educational Space 
but due to its small size of 500 sq. ft. or less is instead classified 
as Ancillary Space. 
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SCHOOL: Sout.il F.u^ene High ( Conl i nued^ 



ANCli.lAKY SPACK CC«>iU iiuicd) 



IJ. Use Unknown Ancillary Space, 
UN KAN 



Sq, Feet 



Sub Total 64,708.64 



ERIC 



TOTAL ANCILLARY SPACE 



I'KIMAKY KDUOXTIONAL SPACI-:* 



1 . Genera 1 Classroom. 
CKNCL 



J, iiducti I ional Laboratories 



lU'ading Laboratory.. 
KDIAB 

L.THKua^e Laboratory. 



Science Laboratory. 

••OtluT" Laboratory. 
OriAli 



\. Lie'. M re Rooms. 
LKCKM 



A. Homt' hlconomics.. 
HI-: CON 

S. Industrial Arts 



Met a 1 Works. 

MLTAL 



Industrial Mechanics , 
MKQIX 



Wt)()dworking, Construction. 
WO I) CO 



Klectrici ty, Electronics. 
ELECT 



Dra f ting, Mechanical Drawing. 
DRAFT 



*All space is greater than 500 sq. ft. in size, 
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173,104.36 



Sq. Feet 



37,567.42 



2,145.95 

1,036.97 
593.61 
2,929.41 
1,551.25 
1,197.34 
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SCHOOL: South liugenc High (Continued) 



PRIMARY KUUCATIONAL SPACK (Continued) 



Industrial Arts (Continued) 



Automotive, 
AUTOM 



Forestry. 
FOKKT 



Student Rooms (includes play rooms, quiet rooms, 
activity rooms, study rooms, work rooms, 
reading rooms, listening rooms, large group 

rooms, etcO 

STURM 



7 . Special Education Rooms 



Deaf 

DEAFX 

Emotionally Handicapped. 
EMOHA 



Educable Mentally Retarded. 
EDUMR 



Trainable Mentally Retarded. 
TRAMR 



Children's Hospital, 
CHOSP 



8. 



Music, Ensemble, Instruments. 
MUSIC 



Other Classrooms. 
OTHCL 



TOTAL PRIMARY EDUCATIONAL SPACE 



Sq. Feet 



1,813,22 



1,187.90 



4,145.04 



54,168.11 



ALL SPACE 



Ancillary Space 

1. Maintenance Ancillary Space_ 

2. Support Ancillary Space 



3. Educational Ancillary Space_ 

Ancillary Sub Total 

Primary Educational Space 



Sq. Feet 



64,967.22 
43,428.50 
64,708.64 
173,104.36 
54,168.11 



EKLC 



GRAND TOTAL 
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227,272,47 



SUMMARY ALL SENIOR HIGH 



ANCILLARY 


SPACK 




bq . r eec 


A, NainLi.»nance Ancillary Space 






1. 




10,584.65 








1,100.44 


1, 








MA INT 






3. 






18,270.63 




KKSTR 






U. 






148,C44.32 




XHAI^L 












5,863.52 




STAIR 








Sub 


Total 183,863.56 




B. Support Ancillary Space 






I - 






31,730.60 




CAFET 












721.08 




SNKBR 






3. 










KITCH 






u. 






3,318.03 




NURSE 






3. 




H-fij.. 


48,275.17 




STRGE 






6. 






572.73 




TIKOF 






7. 


Dressing Rooms for Theatre, Choral, Stage, etc.... 


2,195.62 




DRESR 






8. 


Locker Rooms, and Shower Spaces.. 




2i,703.36 




Boy's--BLKRM 








Girls — GLKRM 






9. 






10,332.85 




(Includes also Counselor & Guidance 






Offices 209 sq. ft. or less in 


size) 
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SUMMARY ALL SENIOR HIGH (Continued) 



lUAKY SPACl-: (CoiU iniiech 


Sq. Feet 


10. 


facia; 


3,182.80 


I 1 . 


FAWKK 

Sub Total 147.300.08 


17,692.54 


(!• Kdu*ational Ancillary Space 




1. 


Gymnasium and all Athletic Rooms and Bleachers 

Boys--BGYMN 
Cirl*s--GGYMN 


96,515.29 


\) . 


AUDRM 


33,273.29 


J. 


TOETR 


7,921.97 


A . 


Mill 1" 1 — Piir"nnQP Roomc 

MLTIP 




5. 


Instructional Materials Center or Learning 
XXI MC 


3,644.76 


(). 


STAGE 


12,376.94 


7. 


LIBRY 


20,501,75 




Audio-Visual Center, Broadcasting, Projection 
AVCTR 


5,341.94 


9. 


Student Offices* Includes such rooms as School 
Store, Student Government, Student Yearbook, 


4,291.47 


10. 


Counselling and Guidance Centers. (Offices over 

209 sq. ft. in size) 

COCTR 


2,230.22 


11. 


STULG 


2,573.77 


12. 


Small Primary Educational Space (any education 
SPEDS 


12,274.23 



*This space would normally be classified as Primary Educational Space 
but due to its small size of 500 sq* ft. or less is instead classified 
as Ancillary Space. 
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SUMMARY ALL SENIOR HIGH (Continued) 



AtviCH.lJVKY Si^ACK (Conainicd) 



13. Use Unknown Ancillary Space, 
UNKAN 



Sq. Feet 



EKLC 



Sub Total 200,945,63 



TOTAL ANCILLARY SPACE_ 



i'KIMAKY KI)U(:/\T10NaL SPACE* 



1. General Classroom. 
CKNCL 



2. i;d>icai i onal Laboratories 



Kcading Laboratory. 



LanRua^e Laboratory. 



Science Laboratory. 
SCLAI5 

"Other" Laboratory. 
OTlJVli 



'3. Lt»cture Rooms, 
LKCRM 



Home Economics.. 
HHCON 

Industrial Arts 



Motal Works 

ML'l'AL 

Industrial Mechanics. 
MLCHX ' 



Woo d wo r k in g , Con s t r u c t i on , 
won CO 



Electricity, Electronics, 
ELECT 



Drafting, Mechanical Drawing. 
DRAFT 



*All space is greater than 500 sq. ft. in size. 

2o^ 



532,109.27 



Sq. Feet 



131,290.81 



3,377.92 



3,617.70 
11,300.38 



2,452.77 
3,738.35 
7,197.42 
4,900.48 
5,336.08 
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saiooi.: 



SllMMAIlY ALL SENIOR HIGH (Continued) 



PRIMARY lvl)UO\T10NAL SPACK (Continued) 



ERIC 



Industrial Arts (Continued) 



Automot ive. 
AUWM 



Forestry. 



Student Rooms (includes play rooms, quiet rooms, 
activity rooms, study rooms, work rooms, 
reading rooms, listening rooms, large group 

rooms, etc. ) 

STURM 



7. Special t^ducation Rooms 



Deaf 

DfclAFX 

Emotionally Handicapped. 
EMOllA 



Educable Mentally Retarded. 
EDUMR 



Trainable Mentally Retarded, 
TRAMR 



Children's Hospital. 
CHOSP 



Music, Ensemble, Instruments. 
MUSIC 



9. Other Classrooms. 
OTHCL 



TOTAL PRIMARY EDUCATIONAL SPA^IE^ 



ALL SPACE 



Ancillary Space 

1. Maintenance Ancillary Space_ 

2. Support Ancillary Space 



3. Educational Ancillary Space^ 

Ancillary Sab Total 

Primary Educational Space_ 



GRAND TOTAL 
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Sq. Feet 



3,799.42 
557.92 



17,533.56 



2,820.84 



15,163.49 



213,087.14 



Sq. Feet 



183,863.56 
147,300.08 
200,945.63 
532,109.27 
213,087.14 



745,196.41 
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TAliLE 2: BUILDING SPACE BY USAGE AND SQUARE FEET. (continued) 



Summary All Schools. 
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S(3100I.: 



SUMMARY ALL SCHOOLS: ELEMENTARY, JUNIOR HIGH, SENIOR HIGH 



ANCILLARY SPACK 



A> Maintenance Ancillary Space 

1. Roller Room, Heating/ Cooling Facilities, 
BOTLR 

2. Maintenance Of flees/ Rooms 



MAINT 

') . Ki'S t rooms , Lava tori es , 
RESIR 



A. llallwayi^r Entryways. 
XIIALL 



Stai rways , S tairwel 1 s , 
STAIR 



Sub Total 499,509,00 



B, Support Ancillary Space 

I. Cafeteria (student/ faculty), 
CAFET 



Z. Snackbar 

SNKBR 

3. Kitchen and Food Prep 

KITCH 

Health and Nurse's Office. 
NURSE 



b. Storage and Supply (all). 
STKGE 



b. Ticket Offices 

TIKOF 

7. Dressing Rooms for Theatre, Choral, Stage, etc, 
DRESR 

8. Locker Rooms and Shower Spaces 

Boy *S"BLKRM 

Girls--GLKRM 



9. 



Administrative Offices (all) 

(Includes also Counselor & Guidance 
Offices 209 sq. ft. or less in size) 



Sq. Feet 



27,364.04 
6,625.90 
63,745.54 
389,593.61 
12,179.91 



129,618.51 
820.12 
24,365.81 
10,862.92 
117,131.04 
572.73 
2,376.15 
42,352.58 

33,864.48 
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SUMMARY ALL SCHOOLS (Continued) 



ANCll.lAKY SPACE (Continued) 



10 



Faculty Lounge 

FACLG 

11. Farulty Work Rooms, Planning Spaces, 
FAWKR 



Sub Total 420.333,35 



Kduc-ational Ancillary Space 



1. 

2. 
3. 
A, 
5. 



Gymnasium and all Athletic Rooms and Bleachers, 

Boys--BGYMN 

Girl's--GGYMN 



Auditorium and Balcony. 
AUDRM 



Theatre. 
/niETR 



Mul t i-Purpose Rooms 

MLTIP 

Instructional Materials Center or Learning 
Center or Learning Resource Center. . 
XX IMC 



Stage. 

STAGE 



7. 
8. 



Library, Check-out Counter. 
LIBRY 



10. 



11. 



12. 



Audio-Visual Center, Broadcasting, Projection 

Booth, etc 

AVCTR 

Student Offices. Includes such rooms as School 
Store, Student Government, Student Yearbook, 
Darkrooms, Student Paper, etc 

Counselling and Guidance enters. (Offices over 

209 sq. ft. in size) 

COCTR 



Student Lounge. 
STULG 



Small Primary Educational Space (any education 

space 500 sq. ft. or less in size)* 

SPEDS 



Sq. Feet 



19,137.30 
39,231.71 



315,410.35 

34,127.01 
9,637.99 



33,852.88 
26,900.05 
67,283.80 

9,743.52 

5,971.06 
7,846.43 

2,899.47 
40,804.97 



★This space would normally be classified as Primary Educational Space 
but due to its small size of 500 sq. ft. or less is instead classified 
as Ancillary Space. 
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SCHOOL: SUMMARY ALL SCHOOLS (Continued) 



PRIMARY EDUCATIONAL SPACE (Continued) 



Industrial Arts (Continued) 



Automotive. 
AUTOM 



Fores try 

FORET 

6. Student Rooms (includes play rooms,, quiet rooms, 
activity rooms, study rooms, work rooms, 
reading rooms, listening rooms, large group 

rooms, etc.) 

STURM 



7. Special Education Rooms 



Deaf 

DEAFX 

Emotionally Handicapped. 
EMOHA 



Educable Mentally Retarded. 
EDUMR 



Trainable Mentally Retarded, 
TRAMR 



Children's Hospital. 
CHOSP 



8. Music, Ensemble j Instruments. 
MUSIC 



9. Other Classrooms. 
OTHCL 



TOTAL PRIMARY EDUCATIONAL SPACE_ 



Sq. Feet 



3,799.42 
557.92 



20,417.10 

3,640.32 

4,307.35 
9,892.91 
680»39 
1,902.72 
37,627.01 
994.91 



893,320.91 



ALL SPACE 



Ancillary Space 

1. Maintenance Ancillcry Space_ 

2. Support Ancillary Space 

3. Educational Ancillary Space_ 



Ancillary Sub Total^ 
Primary Educational Space 



. Sq. Feet 



499,509.00 

420,333.35 
554,477.53 
1,474,319.88 
893,320.91 



GRAND TOTAL 



2,367,6 40.79 
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PART II 
Capacity Figures 



Zos 

o 

ERIC 
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Capacity figures for each school vary by the type of function or 
service that the school is used for. In this report, we are computing 
capacity figures for five-different functions: 1) Community Emergency 
Use, 2) School Emergency Use, 3) Maximum School Use, 4) Capacity School 
Use, and 5) Program School Use. 

Community Emergency Use. This fraction refers to the maximum number 
of people in the surrounding community that could be safely housed under 
cover, and provided with heat for 24-48 hours in a given school during 
times of natural disasters. Outside support would be required for foo^, 
clothing and health services from organizations like the Red Cross, Civil 
Defense, and other emergency support organizations. 

The method or formula for computing the capacity of each school for 
Community Emergency Use involves three steps. 

1. The total square footage of each building that is under 
cover and that can be supplied with heat is calculated. 

2c From this total, the following square footage is subtracted: 

a) Boiler Room, Heating/ Coo ling Facilities 

b) Maintenance Offices 

c) Restrooms, Lavatories 

d) Health and Nurses Offices 

e) Kitchen and Food Preparation Areas 

f) Storage and Supply Spaces less than 50 sq.ft. 
3. After subtracting #2 from #1 above, the remaining areas 

are considered usable for housing people under emergency 
conditions on a short-term basis. It is calculated that 
each person would require 40 sq. ft. of space. Hence, the 
remaining square footage is divided by 40 to arrive at 
the capacity figure for Community Emergency Use. 
School Emergency Use. This usage is in reference to the greatest 
number of students which could be accommodated, under supervision, during 
the regular school day for up to two weeks of school. The supervision 
provided isiof a custodial and not an educational kind. Such usage would 
be applicable if a nearby school was closed due to building damage and 
emergency alternative arrangements were necessary. 

The method for computing School Emergency Use capacities is similar 
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to the above with the exception that more areas are subtracted from the 
total square footage of building space. The formula is as follows: 

1» The total square footage for the building is calculated. 
2. From this total, the following areas are subtracted. 



3) 


Boiler Room, Heating/Cooling Facilities 


b) 


Maintenance Offices 


c) 


Restrooms, Lavatories 


d) 


Health and Nurses Offices 


e) 


Kitchen and Food Preparation Areas 


f) 


Storage and Supply Spaces (all) 


g) 


Administrative Offices 


h) 


Counselling and Guidance Centers 


i) 


Stairways, and Stairwells 


J) 


Faculty Lounge 


k) 


50% of Hallways, Entrjrways 


1) 


Locker Rooms and Shower Spaces 


m) 


Ticket Offices 



3, The remaining total square footage is divided by 

30 sq. fti to arrive at the School Emergency Use capacity 
figure. 

Maximum School Use . This represents the state minimum standards for 
the greatest number of students who could be provided a minimum education 
program for approximately 90 school days or one half a school year. in 
elementary schools. This capacity has utility when a building has been 
damaged or is under repair and needs to be relieved of students for an 
extended period of time. This function, unlike Emergency School Use,/ does 
entail an educating function. 

The following formula is entailed in calculating Maximum School Use 
capacities. 

1« The total square footage of the building is calculated. 
2. The following areas are subtracted from this total. 

a) Boiler Room, Heating/ Coo ling Facilities 

b) Maintenance Offices 

c) Restrooms, Lavatories 

d) Health and Nurses Officer 

e) Kitchen and Food Preparation Areas 
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f) 


Storage and Supply Spaces (all) 


g) 


Administrative Offices 


h) 


Counselling and Guidance Centers 


i) 


Stairways, and Stairwells 


j) 


Faculty Lounge 


k) 


Locker Rooms and Shower Spaces 


1) 


Ticket Offices 


m) 


Hallways , Entryways 


xi ) 


Ca f eteria . Mul ti -Pur dos g Rooms 


o) 


Snackbar 


P) 


Instructional Materials Centers 


q) 


507o of Gymnasium and all Athletic Rooms and Bleachers 


r ■ 


507p Library 



3. The remaining space is divided by the 30 sq. ft, which is the 
state minimum standard required space for each student. The resulting 
number is the Maximum School Use capacity. 

Table 3 is a listing of each school's Community Emergency Use, 
School Emergency Use, and Maximum School Use capacity figures. 
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TABLE 3: Community and School Emergency Capacities and Max. School 
Use Capacity ^ 



I 



School 


Community Emergency 
Use Capacity 


School Emergency 
Use Capacity 


Maximum School 
Use Capacity 


ELEMENTARY 








Adams 


873 


976 


660 


Awbrey Park 


1081 


1256 


990 


Bailey Hill 


676 


802 


651 


Coburg 


493 


555 


361 


Condon 


859 


937 


630 


Crest Drive 


571 


653 


435 


Dunn 


761 


880 


607 


Edgewood 


743 


870 


668 


Edison 


716 


846 


. 508 


Fox Hollow 


339 


633 


341 


Gilham 


742 


843 


• 640 


Harris 


802 


869 


581 


Howard 


954 


1084 


801 


Laurel Hlil 


604 


668 


436 


Lincoln 


873 


899 


578 


Mc Co mack 


792 


910 


654 


Magladry 


315 


350 


253 


Meadow Lark 


955 


1067 


788 


Parker 


779 


894 


654 


Patterson 


718 


810 


557 


River Road 


993 


1137 


812 


Santa Clara 


814 


950 


686 


Silver Lea 


885 


1039 


752 


Spring Creek 


679 


816 


638 


Twin Oaks 


662 


728 


450 


Washington 


932 


1054 


745 


Westmoreland 


681 


781 


569 


Whiteaker 


638 


717 


483 


Willagillespie 


807 


863 


564 


Willakenzie 


779 


886 


631 


Willard 


898 


1044 


698 



Q Ttotal 23,614 26,817 18,821 
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TABLE 3: Conununity and School Emergency Capacities and Max, School 
Use Capacity (Continued) 



School 


Communi ty Emergency 
Use Capacity. 


School Emergency 
Use Capacity 


Maximum School 
Use .Capacity 


JUNIOR HIGHS 








Jefferson 


2107 


2273 


1568 


Kelly 


1873 


1964 


1359 


Kennedy 


1490 


1650 


1197 


Madison 


7.769 


1943 


1444 


Monroe 


1694' 


1729 


1133 


Roosevelt 


2093 


2271 - 


1603 


Spencer Butte 


1674 


1792 


U6i 


Call Young 


1759 


1892 


1243 


Total 


14,459 


15,514 


10,712 


SENIOR HIGHS 








Accion 


Id/ 




. . .Liy... 


Churchill 


4268 


4546 




North Eugene 


3447 


3694 


2613 


Sheldon 


4419 


4408 


2918 


South Eugene 


5279 


5133 


3449 


Total 


17,570 


17,936 


12,315 


ALL SCHOOLS 








Total 


55,649 


60,285 


41,924 
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The next two capacity figures, Optimum School Use and Program 
School Use, are of utmost importance in examining current utilization 
of school facilities. They are both concerned with capacity levels 
that are educationally attractive, achievable, and sound from a cost/ 
benefit analysis* 

Optimum School Use . This usage refers to the maximum number of 
students who could be accommodated in a relatively rigid educational 
program over an extended period of time. The calculation represents 
maximum utilization of facilities within a structured program with some 
attention alloted for such special spaces as lounges, audio-visual rooms, 
newspaper rooms, etc. The Optimum School Use capacity figure represents 
a compromise between two views: (a) the public that assumes that every 
900 square feet should accommodate 30 students, and (b) the professional 
educator who would like a space that comfortably meets all the require- 
ments of his/her specific program. Optimum School Use capacity figures 
include a consideration of both these positions. Educators are expected 
to modify programs to meet facility limitations in some instances, yet not 
every 30 square feet of space is viewed as equally appropriate space for 
an educational function. 

The formula for calculating Optimum School Use utilizes the following 
guidelines: 

1. Only that space classified under Primary Educational Space is 
considered. Such space must, of course, be above 500 sq. ft. in size. 

2. All space over 900 sq. ft. is assigned a capacity limit of 30 
students. 

3. The capacity of space less than or equal to 900 sq. ft. is 
calculated on the basis of allowing 30 sq. ft. of space per student. Thus 
a class room of 840 sq. f t« , for example, has a capacity of 28 students. 

4. All laboratories, industrial arts rooms, and home exonomic rooms 
greater than 600 sq. ft. are assigned a capacity limit of 20 students. 

5. All laboratories, industrial arts rooms, and home economic 
rooms equal to or less than 600 sq. ft. are treated by dividing their 
totals by 30 sq. ft. to arrive at their capacity levels. The capacity of 
a wood shop 510 sq. ft. in size would, for example, have a capacity of 

17 students. 
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Program School Use , This usage defines the maximum number of students 
that a building can facilitate with special considerations given to education 
programs that have a reduced capacity because of state requirements, board 
policy, or previously negotiated agreements. This capacity level could change 
each time there is a change in a building's program. Program School Use 
capacity's major difference from Optimum Capacity is that it sets an upper 
limit of 25 students per classroom, instead of 30, and it recognizes reduced 
capacities for special education programs (see below). Program School Use 
capacities may change during the course of a single year if a program change 
warrants it. As an example, if a school offers a class to emotionally 
handicapped students in a space formerly used for a program serving 25 
students, its capacity would drop to 8. Later if the EH class is moved to 
another building, the capacity level would revert to the former level of 25. 

Program School Use capacities are generated by the utilization of the 
following guidelines: 

1. Only that space listed under Primary Educational Space is considered. 
Thus, only space above 500 sq. ft. is included, 

2. All rooms over 750 sq, ft. are assigned a capacity limit of 25 
students. 

3. The capacity of rooms less than or equal to 750 sq, ft, in size 
is calculated on the basis of one student for every 30 sq. ft. 

4. All laboratories,* industrial arts rooms, and home economic rooms 
greater than 600 sq. ft, are assigned a capacity limit of 20 students, 

5. All laboratories, industrial drts rooms, and home economic rooms 
equal to or less than 600 sq. ft, are calculated on a basis of 30 
sq, ft. per student, 

6. All special education class rooms are assigned the following capacity 
limits: 



a) Educable Mentally Retarded 15 

b) Trainable Mentally Retarded 11 

c) Deaf 8 

d) Emotionally Handicapped 8 

e) Children's Hospital 8 



Table 4 is a listing of each school's Optimum and Program capacities. 
The table lists each classroom by usage and square feet, followed by the two 
capacity figures. In addition, "Changes in Space Utilization" sheets are 
provided to aid in updating the Table as changes occur. The first school 
listed in the Elementary section is an hypothetical school which is presented 
as a guide for reading the subsequent table. 
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TABLE 4: OPTIMUM AND PROGRAM pPACITIES BY SCHOOL 
Elementary Schools 
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Example Form for Readin j ^ Table 4 . 



Optimum Program 
Cap ac i ty Cap apd ty 



Whispering Isle (a) 



General Classroom (b): 

1. 945.13 sq. ft. (c) . . . . 30 (d) 25 (e) 

2. 679.15 22 22 

3. 781.05 26 25 

4. 811.65 27 25 

Home Economics (b) 

1. 1137.37 sq. ft. (c) 20 20 

Industrial Arts (b) 

Metal Works (b) 

1. 1036.97 sq. ft. (c) 20 .. 20 

Student Rooms (b) 

1. 547.92 sq. ft. (c) 18 18 

2. 931.45 30 25 

Total 6,870 sq. ft. (f) 196 (g) 180 (h) 



KEY: (a) Name of School. 

(b) Type of Classroom. 

(c) Size of the Classroom in Square Feet. 

(d) Optimum Capacity for that Classroom . 

(e) Program Capacity for that Classroom . 

(f) Total Sq. Ft. of all Classrooms. 

(g) Total Optimum Capacity for Entire School. 

(h) Total Program Capacity for Entire School. 



1 
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ELEMENTARY SCHOOLS Optimum Program 

Capacity Capacity 

Adams 



. 30 25 

. 30 25 

, 30 25 

. 30 25 

. 30 25 

. 30 25 

. 30 25 

, 30 25 

, 30 25 

. 30 25 

, 30 25 

. 30 25 

. 30 25 

. 30 2 

. 30 

. 30 2 . 

. 30 25 

. 30 25 

540 450 



General 


Classrooms : 




1. 


945.13 


sq. 


ft. 


2. 


959.13 


sq. 


ft. 


3. 


945.13 


sq. 


ft. 


4. 


945.13 


sq. 


ft. 


5. 


945.13 


sq. 


ft. 


6. 


945.13 


sq. 


ft. 


7. 


936.70 


sq. 


ft. 


8. 


932.47 


sq. 


ft. 


9. 


944.44 


sq. 


ft. 


10. 


944.44 


sq. 


ft. 


11. 


959.03 


sq. 


ft. 


12. 


1272.47 


sq. 


ft. 


13. 


953.88 


sq. 


ft. 


14. 


953.88 


sq. 


ft. 


15. 


949.90 


sq. 


ft. 


16. 


949.90 


sq. 


ft. 


17. 


959.32 


sq. 


ft. 


18. 


959.32 


sq. 


ft. 


Total 17,400.53 


sq. 


ft. 
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School; 



Additions 





School 



Additions 



D^t^ of 



Subtraction^ 




Optimum program 
Sq. Ft. Capacity Capacity 



Optimum Program 
Sq. Ft. Capacity Capacity 
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Optimum Program 
Capacity Capacity 



Awbrey Park 



General 


Classrooms : 




1. 


955.49 


sq. 


ft. 


2. 


973.82 


sq. 


ft. 


3. 


802.39 


sq. 


ft. 


4. 


973.82. 


sq. 


ft. 


5. 


955.49 


sq. 


ft. 


6. 


802.39 


sq. 


ft. 


7. 


955.49 


sq. 


ft. 


8. 


973.82 


sq. 


ft. 


9. 


802.39 


sq. 


ft. 


10. 


973.82 


sq. 


ft. 


11. 


952.77 


sq. 


ft. 


12. 


802.39 


sq. 


ft. 


13. 


955.27 


sq. 


ft. 


14. 


973.82 


sq . 


ft. 


15. 


804.69 


sq. 


ft. 


16. 


973.82 


sq. 


ft. 


17. 


955.07 


sq. 


ft. 


18. 


804.69 


sq. 


ft. 


19. 


973.82 


sq. 


ft. 


20. 


973.82 


sq. 


ft. 


21. 


804.69 


sq. 


ft. 


22. 


973.82 


sq. 


ft. 


23. 


1174.50 


sq. 


ft. 


24. 


955.07 


sq. 


ft. 


25. 


802.39 


sq. 


ft. 



30 25 

30 25 

26 25 

30 25 

30 25 

26 25 

30 25 

30 25 

26 25 

30 25 

30 25 

26 25 

30 25 

30 25 

26 25 

30 25 

30 25 

26 25 

30 25 

30 25 

26 25 

30 25 



(Portable) 30 25 

30 25 

26 25 



Total 23,049.55 sq. ft. 



718 625 
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Changes iP Space Utilization 



School: 



Addit-ions Usage 

1. 

2. ______ 

3. 

U. ^ 

5. 



D^te of 
change 



Optimum Program 
Sq. Ft. Capacity Capacity 

+ + ^ 



<;iil>tracLion9 
1. 
2. 
3. 
4. 
5. 



NEW TOTALS 













pate of 




Optimum Program 


Additions Usage 


Change 


Sq. Ft. 


Capacity Capacity 


1. 








2. 




+ 




3. 




+ 




4. 




+ 




5. 








Subtractions 








1 . 








2. ^ - — - — 


3. - ' 


4. - 


_ - , ' 






NEW TOTALS 
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• 



Uai ley Hill 



General 


Classrooms: 




1. 


916. 89 


sq , 


ft. 


2. 




s q , 


ft. 


3. 


Q^f^ 8Q 


^ . 


ft. 


4. 


1 ?L? 11 




ft. 


5. 


inftn S7 
1 \j • J 1 


s q . 


ft. 


6. 


1079 62 


s q . 


ft. 


7. 


858.33 


sq. 


ft. 


o 

O • 


1058.26 


sq. 


f r 


9. 


1012.72 


sq. 


ft. 


10. 


1058.26 


sq. 


ft. 


11. 


1010.73 


sq. 


ft. 


12. 


1020.48 


sq. 


ft. 


13. 


833.72 


sq. 


ft. 


14. 


843. 12 


sq. 


ft. 


15. 


837. 15 


sq. 


ft. 


Special tiducation 
Deaf 




1. 


843.69 


sq. 


ft. 



Total 15,523.09 sq. ft. 



Optimum Program 
Capacity Capacity 



30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

28 25 

30 25 

30 25 

30 25 

30 25 

30 25 

27 25 

28 25 

27 25 



28 



488 383 



o 222 

ERIC 



229 



Changes in Space Utilization 



School: 



Add! tiona 

1. 
2. 
3. 
4. 
5. 

Suht roc t ions 
1. 
2. 
3. 
4. 
5. 



Sc liool : 



Additions 

1. 
2. 
3. 
A. 
5. 

Subtractions 
1. 
2. 
3. 
4. 
5. 



Usage 



Date of 
Change 



Sq. Ft. 



Optimum Program 
Capacity Capacity 



NEW TOTALS 



Usage 



Date of 
Change 



Sq. Ft. 



Optimum Program 
Capacity Capacity 



NEW TOTALS 



EKLC 



223 



230 



• 



Co burg 



Gent! ra 1 


Classrooms : 




1. 


866, 22 


sq. 


ft. 


2. 


852. 14 


sq. 


ft. 


3. 


852.14 


sq. 


ft. 


4. 


852.14 


sq. 


ft. 


5. 


852.14 


sq. 


ft. 


6. 


852.14 


sq. 


ft. 


7. 


868.78 


sq. 


ft. 


8. 


868.78 


sq. 


ft. 


9. 


868.78 


sq. 


ft. 



Total 7,733.26 sq. ft. 



Optimum Program 
Capacity Capacity 



28 25 

28 25 

28 25 

28 25 

28 25 

28 25 

28 25 

28 25 

28 25 

252 225 



Condon 

General Classrooms: 

1. 933.06 sq. ft ■ 

2. 1222.34 sq. ft 

3. 935.51 sq. ft 

4. 1175.34 sq. ft ■ 

5. 1166.06 sq. ft , 

6. 929.38 sq. ft 

7. 918.43 sq. ft ' 

8. 938. 68 sq. ft 

9. 1183.84 sq. ft 30 25 



30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 



10. 874.01 sq. ft. (Portable) 29 

Student Rooms 

1. 880.15 sq. ft 

Special Education 

Emotionally Handicapped 

1. 690.52 sq. ft 23 

Special Education 

Trainable Mentally Retarded 

I. 680.39 sq. ft 22 

Music 



1. 630.25 sq. ft. 



Total 13,157.96 sq. ft. 



o 224 

ERIC 



25 



29 25 



11 



. 21 21 

394 315 



Changes in Space Utilization 




Suhtractions 

1. : 

2. 

3. 

4. 

5. 

NEW TOTALS 



School : 



Date of Optimum Program 

Additions usage Change Sq. Ft. Capacity Capacity 



1. 
2. 
3. 
4. 
5. 

Subtractions 
1. 
2. 
3. 
4. 
5. 



NEW TOTALS 



225 



232 

Optimum Program 

^mi^ Capacity Capacity 

Crest Drive 

General Classrooms: 

1 . 923.89 sq. ft. (Portable) 30 25 

2. 1066.87 sq. ft 30 25 

3, 1066.87 sq. ft 30 , 25 

A. 1066.87 sq. ft 30 25 

5. 1066.87 sq. ft 30 25 

6. 1066.87 sq. ft 30 25 

' 7. 1066.87 sq. ft 30 25 

8. 1066.87 sq. ft 30 25 

9. 1066.87 sq. ft 30 25 

10. 1066.87 sq. ft ,• • 30 25 

Total 10,525.72 sq. ft 300 250 



ERIC 



233 



Changes in Space Utilization 



«;rhool: 


Additions 

I. 


Usage 


Date of 
Change 




Sq- Ft, 


Optimum Program 
Capacity Capacity 

+ + 


2. 






+ 




+ + 


3. 






+ 




+ + 


4. 






+ 




+ + 


5. 






+ 




+ + 


Subtractions 
1. 












I . ' 

1. Z 


A - 


✓ 

5. 












MpU TOTALS . 


Sthoolt . 


Addi tions 


Usage 


Date of 
Change 




Sq. Ft. 


Optimum Program 
Capacity Capacity 


1. 






+ 




+ + 


2. 






+ 




+ + 


3. 






+ 




+ + 


4. 






+ 




+ + 








+ 




+ + 





Subtractions 
1. 
2. 
3. 
4. 
5. 



NEW TOTALS 



227 



234 



Dunn 



General 


Classrooms : 




1 • 


677.23 


sq . 


rc . 


2. 


763.08 


sq. 


f ^ 


3. 


885.56 


sq * 


ic . 


4. 


951.36 


sq. 


iC . 


5. 


7^1. j\J 




EC . 


6. 


951.36 


sq. 


ft. 


7. 


951.36 


sq. 


ft. 


8. 


951.36 


sq. 


ft. 


9. 


951.36 


sq . 


ft. 


10. 


951.36 


sq. 


ft. 


11. 


834.45 


sq. 


ft. 


12. 


834.45 


sq. 


ft. 


13. 


834.45 


sq. 


ft. 



Educational Laboratories 

"Other" Laboratory 

1. 741.25 sq. ft 

Special Education 

Educable Mentally Recarded 

1. 951.36 sq. ft 

Children 's Hospital 

1. 951.36 sq. ft 

2. 951.36 sq. ft 



Optimum Program 
Capacity Capacity 



Total 15,084.07 sq. ft. 



22 22 

25 23 

29 23 

30 23 

30 23 

30 . , ..,„. 23 

30 25 

30 25 

30 25 

30 25 

27 25 

27 25 

27 25 



, 20 20 

,30 15 

,30 8 

,30 8 

477 373 



228 



235 





Changes in Space 


Utilization 






.^rhool: — 


Addi t it)n3 

1. 


Date of 
Usage Change 


Sq, Ft. 


Optimum Program 
Capacity Capacity 

+ + 


2. 










3. 








+ 


U. 




















Subtractions 

1 1 


o - -^^ 


3. 

A 


















1 • 


NFW TOTAT.S _ • 


School: 


Addi tions 


Date of 
Usage Change 


Sq. rt. 


Optimum 
Capacity 


Program 
Capacity 


I. 








T 


2. 










3. 










4. 


















+ 





Subtractions 



1. 
2. 
3. 
4. 
5. 



NEW TOTALS 

229 

o 

ERIC 



236 



lidgewood 



General 


Classrooms". 




1, 


o/y . 0 J 


. 


ft. 


2. 




SC] . 


ft. 


3. 


o/y . O J 


sq. 


ft. 


. 4. 


o c "7 n / 

857. 94 


sq. 


ft. 


5. 


OCT O / 

857 . 94 


sq. 


ft. 


6. 


879. 63 


sq. 


ft. 


7. 


OCT n / 

857 . 94 


sq. 


ft. 


8. 


o/y . b J 


^q . 


ft. 


9. 


857 . 94 


sq. 


ft. 


10. 


O "7 ^ "7 0 

876. 78 


sq. 


ft. 


11. 


857.94 


sq. 


ft. 


12. 


856.15 


sq. 


ft. 


13. 


843.24 


sq. 


ft. 


14. 


856.14 


sq. 


ft. 


15. 


. 843.24 


sq. 


ft. 


16. 


856.14 


sq. 


ft. 


17. 


843.25 


sq. 


ft. 


18. 


856.14 


sq* 


f^- 


19. 


843.25 


sq. 


ft. 



Total 16,340.49 sq. ft. 



Optimum Program 
Capacity Capacity 



29 25 

28 25 

29 25 

28 25 

28 25 

29 25 

28 25 

29 25 

28 25 

29 25 

28 25 

28 25 

28 25 

28 25 

28 25 

28 25 

28 25 

, 28 25 

, 28 25 

537 475 



230 



Changes in Space Utilizati 



School : 



Addl tions 



1. 
2. 
3. 
4. 
5. 



Usage 



Date of 
Change 



Optimum Program 
Sq. Ft. Capacity Capacity 

+ + 



Sul'tractions 
1. 
2. 
3. 
4. 
5. 



Si liool : 



Ad<li tions 

I. 
2. 
3. 
4. 
5. 

Subtractions 
1. 
2. 
3. 
4. 
5. 



Usage 



NEW TOTALS 



Date of 
Change 



Optimum Program 
Sq. vc. Capacity Capacity 



NEW TOTALS 



ERIC 



231 



238 



Optimum Program 
Capacity Capacity 



Kdison 



Gen e ra 1 


Classrooms : 




1, 


613.50 


sq. 


ft. 


2. 


657.57 


sq. 


ft. 


3. 


618.. 20 


sq. 


ft. 


4. 


615.50 


sq. 


ft. 


D • 


611.93 


sq. 


ft. 


6. 


617.36 


sq. 


ft. 


7. 


764.45 


sq. 


ft. 


8. 


734.10 


sq. 


ft. 


9. 


733. 17 


sq. 


ft. 


10. 


598.64 


sq. 


ft. 


11. 


753.93 


sq. 


ft. 


12. 


769.11 


sq. 


ft. 



20 20 

21 21 

20 20 

20 20 

20 20 

20 20 

, , 25 25 

24 24 

, 24 24 

19 19 

25 25 

, 25 25 

Educational Laboratories 
Language Laboratory 

1. 814.59 sq. ft 20 20 

Industrial Arts 

1. 716.97 sq. ft 20 20 

Student Rooms , 

1. 772.52 sq. ft 25 25 

Total 10,391.54 sq. ft , 3.28 328 



ERIC 



232 



239 



^^^8^^ Sp^ce utilization 



School: 



Addil inns 



Optimum Program 
Sq. Ft. Capacity Capacity 

+ + 




ERIC 



233 



240 



Fox Hollow 



General 


Classrooms : 




1. 


m.&i 


sq. 


ft. 


2. 


777.82 


sq. 


ft. 


3. 


15b. lU 


sq. 


ft. 


4. 


783.48 


sq. 


ft. 


5. 


659.24 


sq. 


ft. 


6. 


659.24 


sq. 


ft. 


7. 


659.06 


sq. 


ft. 


8. 


659.06 


sq. 


ft. 



Optimum Program 
Capacity Capacity 



25 25 

25 25 

25 25 

26 25 

21 21 

21 21 

21 21 

21 21 



Total 5,731.96 sq. ft 185 184 



ERIC 



Gllham 

General Classrooms: 

1. 1120.76 sq. ft. (Portable) 30 25 

2. 1255.72 sq. ft. 30 25 

3. 1255.72 sq. ft 30 25 

4. 1255.72 sq. ft 30 25 

5. 1255.72 sq. ft 30 25 

6. 1255.72 sq. ft 30 25 

7. 1255. 72 sq. ft. 30 25 

8. 1255.72 sq. ft 30 25 

9. 1255.72 sq. ft 30 25 

10. 1256. 72 sq. ft 30 25 

11. 1256.72 sq. ft 30 25 

12. 1256.72 sq. ft 30 25 

13. 1256.72 sq. ft 30 25 

Total 16,193.40 sq. ft 390 325 



234 



241 





Changes in Space 


Utilization 






■ 1 


Sihool: _ 


Aiidi Lions 

I , 




Date of 
Change 


Sq. Ft. 

+ 


Optimum 
Capacity 


Program 
Capacity 

+ 




2. 






+ 




+ 




3. 






+ 




+ 




A 




^ 


+ 




+ 




5. 






+ 




+ 




Subtractions 
I. 
2. 




. 

■ • 


- 


. Z 


- 




3. 
A. 

c 




— 


- 


- 
- 


- 
- 




J • 

1 — 




NEW TOTALS 










Krliool: 














Additions 


Usage 


D^te of 
Change 


Sq. Ft. 


Optimum 
Capacity 


Program 
Capacity 




X . 






+ 


+ 


+ 










+ 


+ 


+ 










+ 


+ 


+ 










+ 


+ 


+ 




5. 








+ 






Siibtractio-.is 
1. 















2. 














3. 














4. 














5. 
































NEW TOTALS 











Q 235 
ERIC 



242 

•Optimum Program 
Capacity Capacity 

Harris 

General Classrooms: 

1. 963.84 sq. ft 30 25 

2. 963.84 sq. ft 30 25 

3. 963.84 sq. ft. 30 25 

4. 955.86 sq. ft 30 25 

5. 940.59 sq. ft 30 25 

6. 940.59 sq. ft 30 25 

7. 940.59 sq. ft 30 25 

8. 940.59 sq. ft 30 25 

9. 940.59 sq. ft. 30 25 

10. 962.98 sq. ft 30 25 

11 . 962.98 sq. ft 30 25 

12. 962.98 sq. ft 30 25 

13. 962.98 sq. ft 30 25 

Special Education 

Deaf 

1. 963.84 sq. ft 30 • 8 

2. 963.84 sq. ft 30 8 

Educable Mentally Retarded 

1. 963.84 sq. ft 30 15 

Total 15,293.77 sq. ft '=►80 356 



236 



243 



Sthool 



Additions 



I. 
2. 

:j. 

4.. 
5. 



Changes in Space Utilization 



Date of Optimum Program 

usage Change Sq. Ft. Capacity Capacity 

+ ± ± 



Sul>tracLi(>n3 
1. 
2. 
3. 
4. 
5. 



Si liool : 



Additions 

1. 
2. 
3. 
4. 
5. 

Subtractions 
1. 
2. 
3. 
4. 
5. 



Usage 



NEW TOTALS 



Date of 
Change 



Optimum Program 
Sq. Ft. Capacity Capacity 



NEW TOTALS 



ERIC 



237 



Optimum Program 
Capacity Capacity 



Howard 



General 


Classrooms: 




1. 


944.97 


sq. 


ft. 


2. 


964.49 


sq. 


ft. 


3. 


964.49 


sq. 


ft. 


4. 


964.49 


sq. 


ft. 


5. 


964.49 


sq. 


ft. 


6. 


964.49 


sq. 


ft. 


7. 


964.49 


sq. 


ft. 


8. 


964.49 


sq. 


tt. 


9. 


964.49 


sq. 


ft. 


10. 


958.50 


sq. 


ft. 


11. 


959.25 


sq. 


ft. 


12. 


959.25 


sq. 


ft. 


13. 


959.25 


sq. 


ft. 


14. 


959.25 


sq. 


ft. 


15. 


959.25 


sq. 


ft. 


ID. 


967.25 


sq. 


ft. 


17. 


967.25 


sq. 


ft. 


18. 


841.25 


sq. 


ft. 


19. 


841.25 


sq. 


ft. 


20. 


841.25 


sq. 


ft. 


21. 


841.25 


sq. 


ft. 


22. 


964.49 


sq. 


ft. 


23. 


512.06 


sq. 


ft. 



30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

28 25 

28 25 

28 25 

28 25 

30 25 

16 



ft. (Portable) 16 

Total 21,191.69 sq. ft 668 566 



238 



245 



Changes in Space Utilization 



School: 



Add it ions 

I. 
2. 
3. 
4. 
5. 

Subtractions 
I. 
2. 
3. 
U. 
5. 



School : 



Usage 



Date of 
Change 



Optimum Program 
Sq. Ft. Capacity Capacity 



NEW TOTALS 



Additions 

I. 
2. 
3. 
4. 
5. 

Subtractions 
I. 
2. 
3. 
4. 
5. 



Usage 



Date of 
Changft 



Sq.. Ft. 



Optimum Program 
Capacity Capacity 



NEW TOTALS 



ERIC 



239 



Optitnum 
Capacity 



Program 
Capacity 



Laurel Mill 



General 


Classrooms : 




1. 


914.91 


sq. 


ft. 


2. 


953.41 


sq. 


ft. 


3. 


914.91 


sq. 


ft. 


4. 


953.41 


sq. 


ft. 


5. 


914.91 


sq. 


ft. 


6. 


953.41 


sq. 


ft. 


7. 


956.70 


sq. 


ft. 


8. 


956.70 


sq. 


ft. 


9. 


1099.88 


sq. 


ft. 


10. 


1099.88 


sq. 


ft. 



30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 



Total 9,718.12 sq. ft 300 250 



ERIC 



240 



Changes in Space Utilization 



^t hool : 












Atidi tit)ns 

1. 


Usage 


Date of 
Change 




Sq. Ft. 


Optimum Program 
Capacity Capacity 


2. 












3. 




































Sulit tactions 

1_ 1 


'y- - ^ 


1 


/4. I 


1 


MRW TOTALS _ 


^fhool: 


Advii tions 


Usage 


Date of 
Change 




Sq. It. 


Optimum Program 
Capacity Capacity 


1. 












2. 












3. 












A. 



























Subtractions 



1. 
2. 
3. 
4. 
5. 



NEW TOTALS 




241 



248 



Lincoln 



General 


Classrooms : 




1. 


841.02 


sq. 


ft. 


2. 


941.53 


sq. 


ft. 


3. 


960.09 


sq. 


ft. 


h. 


1092.93 


sq. 


ft. 


5. 


965.75 


sq. 


ft. 


6. 


868.46 


sq. 


ft. 


7. 


938.81 


sq. 


ft. 


8. 


1067.98 


sq. 


ft. 


9. 


807.51 


sq. 


ft. 


10. 


891.51 


sq. 


ft. 


11. 


948.27 


sq. 


ft. 


Special 


Education 




Educable Mentally 


I. 


842.48 


sq. 


ft. 


Music 








1. 


640.31 


sq. 


ft. 



Optimum 
Capacity 



28 
30 
30 
30 
30 
28 
30 
30 
26 
29 
30 



28 



21 



Program 
Capacity 



25 

25 

25 

25 

25 

25 

25 

25 

25 

25 

25 



15 



21 



Total 11,806.65 sq. ft. 



370 



311 



ERIC 



242 



249 



Changes in Space Utilization 



School: 


Addi Lions 

1. 


Usage 


Date of 
Change 


+ 


Optimum Program 
Sq, Ft, Capacity Capacity 

+ + 


2. 






+ 


+ + 


3. 






+ 


+ + 








+ 


+ + 


s 






+ 


+ + 


Subtractions 

1 . Z . 


I • 


• -x. 1 


1 


S. 1 — 


NEW TOTALS . „ 


St hool : 


Additions 


Usage 


Date of 
Change 




Optimum Program 
Sq. Ft. Capacity Capacity 


1. 






+ 


, + ' 


2. 






+ 




3. 






+ 


+ + 


4. 






+ 


+ + 


5. 








+ + 


Subtractions 










1. 










2. _ 


















. - z z 


- ^ 








NEW TOTALS 







ERIC 



243 



Optimum 
Capacity 



Program 
Capaci ty 



Magladry 



General 


Classrooms : 








1. 
2. 
3. 
4. 
5. 
6. 


831.73 sq. 
831.73 sq. 
788.02 sq. 
809. 12 sq. 
801.16 sq. 
790.52 sq. 






25 




27 


25 




26 


25 




26 


25 




26 


25 




26 


. 25 



Total 4,852.28 sc , ft 158 150 



Mc Co mack 

General Classrooms: 

1. 1120. 76 sq. ft. (Portable) 30 25 

2. 1120. 76 sq. ft. (Portable) .30 25 

3. 1120. 76 sq. ft. (Portable) 30 25 

4. 1161.79 sq. ft. (Portable) 30 ' 25 

5. 1161.79 sq. ft. (Portable) 30 ' 25 

6. 999.43 sq. ft 30 25 

7. 996.08 sq. ft 30 25 

8. 996. 37 sq. ft 30 25 

9. 997.40 sq. ft 30 25 

10. 996.07 sq. ft 30 25 

11. 996.16 sq. ft 30 25 

12. 995.00 sq. ft 30 25 

13. 992. 76 sq. ft 30 25 

Music 

1. 596.54 sq. ft 19 19 

Total 14,251.67 sq. ft 409 344 



244 



251 

Changes in Space Utilization 



Srhool : 






Date of 




Optimum Program 


Addi tions 


Usage 


Change 


oC} • r L * 


r^nflritv CaDacitv 


1. 










2. 










3. 






+ 




4. 










5. 








+ + 


Subtractions 










1 . 










2. - Z Z 


3. - Z — Z 


4. - Z Z 


5. - Z Z 


NRW TOTALS 



School : 














Date of 




Optimum Program 


Additions 


Usage 


Change 


Sq. Ft. 


Capacity Capacity 


I. 








+ + 


2. 










3. 










4. 










5. 










Subtractions 










....... , 










2. - - ■ 


3. - - " 


4. 


5. - . - • - 




NEW TOTALS 



ERIC 



245 



I'Sl 



Muadow Lark 



General 


classrooms : 




1. 


857.74 


sq. 


ft. 


2. 


868.55 


sq. 


ft. 


3. 


895.73 


sq. 


ft. 


4. 


860.10 


sq. 


ft. 


5. 


825.02 


sq. 


ft. 


6. 


862.45 


sq. 


ft. 


7. 


824.80 


sq. 


ft. 


8. 


820.04 


sq. 


ft. 


9. 


869.27 


sq. 


ft. 


10. 


895.65 


sq. 


ft. 


11. 


889.67 


sq. 


ft. 


12. 


889.67 


sq. 


ft. 


13. 


904.27 


sq. 


ft. 


14. 


903.93 


sq. 


ft. 


ID . 


1070.30 


sq. 


f I- 


16. 


1026.55 


sq. 


ft. 


17. 


1041.81 


sq. 


ft. 


18. 


1011.02 


sq. 


ft. 


19. 


1059.15 


sq. 


c»- 

i. u . 


20. 


1055.85 


sq. 


ft. 


21. 


1053.03 


sq. 


ft. 


22. 


1053.03 


sq. 


ft. 



Total 20,537.63 sq. ft. 



Optimum Program 
Capacity Capacity 



28 25 

28 25 

29 25 

28 25 

27 25 

28 25 

27 25 

27 25 

28 25 

29 25 

29 25 

29 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 



637 550 



ERIC 



246 



253 



Changes in Space Utilization 



School : 



Addi titms 

I. 
2. 
3. 

4. 
5, 

Sul>traction3 
I. 
2. 
3. 
4. 
5. 



School : 



Additions 

I. 
2. 
3. 
4. 
5. 

Subtractions 
1. 
2. 
3. 
4. 
5. 



Usage 



Date of 
Change 



Sq, Ft, 



Optimum Program 
Capacity Capacity 



NEW TOTALS 



Usage 



Date of 
Change 



Sq. Ft. 



Optimum Program 
Capacity Capacity 



NEW TOTALS 



EKLC 



2'i/i 



Pnrker 



General 


Classrooms : 




I. 


1074.25 


sq. 


ft. 


2. 


1074.25 


sq. 


fL. 


3. 


1080.40 


sq. 


ft. 


4. 


839.68 


sq. 


ft. 


5. 


839.68 


sq. 


ft. 


6. 


839.68 


sq. 


ft. 


7. 


843.43 


sq. 


ft. 


8. 


843.43 


sq. 


ft. 


9. 


976.08 


sq. 


ft. 


10. 


975.30 


sq. 


ft. 


11. 


949.77 


sq. 


ft. 


12. 


949.77 


sq. 


ft. 


13. 


949.77 


sq. 


ft. 


14. 


1059.87 


sq. 


ft. 


15. 


1059.87 


sq. 


ft. 


16. 


1059.87 


sq. 


ft. 


17. 


1024.44 


sq. 


ft. 



Total 16,439.54 sq. ft. 



Optimum Program 
Capacity Capacity 



30 25 

30 25 

30 25 

27 25 

27 25 

27 25 

28 25 

28 25 

30 25 

30 25 

30 25 

, 30 25 

. 30 25 

, 30 25 

30 25 

. 30 25 

. 30 25 

497 425 



248 



Changes in Space Utilization 



School : 



Additions 



1. 
2. 
3. 
4. 
5. 



Usage 



Date of Optimum Program 

Change Sq. Ft. Capacity Capacity 

M + + ^ 



Sul'tractriona 
1. 
2. 
3. 
4. 
5. 



School: 



Additions 

1. 
2. 
3. 
4. 
5. 

Subtractions 
1. 
2. 
3. 
4. 
5. 



NEW TOTALS 



Usage 



Date of 
Change 



Optimum Program 
Sq. Ft. Capacity Capacity 



NEW TOTALS 



249 



2')6 



Patterson 



Genera 1 


Classrooms: 




1. 


836.78 


sq. 


ft. 




839.43 


sq . 


ft. 


3. 


836.43 


sq . 


ft. 


4. 


833.89 


sq . 


ft. 


5. 


833.89 


sq. 


ft. 


6. 


833.89 


sq. 


ft. 


7. 


875.34 


sq. 


ft. 


8. 


875.48 


sq. 


ft. 


9. 


875.48 


sq. 


ft. 


10. 


875.48 


sq . 


ft. 


ii. 


878.22 


sq. 


ft. 


12. 


878.22 


sq. 


ft. 


13. 


878.22 


sq . 


ft. 


14. 


878.22 


sq. 


ft. 


15. 


878.22 


sq. 


ft. 


16. 


878.22 


sq . 


ft. 



Optimum Program 
Capacity Capacity 



27 25 

27 25 

27 25 

27 25 

27 25 

27 25 

29 25 

29 25 

29 25 

29 .. 25 

29 25 

29 25 

29 25 

29 25 

29 25 

29 25 



Total 13,785.41 sq. ft , ^52 400 



250 



Changes in Space Utilization 



257 



School : 



Addi tions 

1. 
2. 
3. 
4. 
5. 

Subtractions 
1. 
2. 
3. 
A. 
5. 



School : 



Usage 



Date of 
Change 



Optimum Program 
Sq. Ft. Capacity Capacity 



NEW TOTALS 



Addlti ons 

1. 
2. 
3. 
A. 
5. 

Subtractions 
1. 
2. 
3. 
A. 
5. 



Usage 



Date of 
Change 



Sq. I't. 



Optimum Program 
Capacity Capacity 



NEW TOTALS 



ERIC 



251 



2'58 



General Classrooms : 



1 . 


860.21 


sq. 


ft. 


2. 


868.96 


sq. 


ft. 


3. 


868.96 


sq. 


ft. 


4. 


862.21 


sq. 


ft. 


5. 


871.39 


sq. 


ft. 


6. 


862.21 


sq. 


ft. 


7. 


878.40 


sq. 


ft. 


8. 


878.40 


sq. 


ft. 


9. 


874.36 


sq. 


ft. 


10. 


875.96 


sq. 


ft. 


11. 


890.86 


sq. 


ft. 


12. 


897.65 


sq. 


ft. 


13, 


899.83 


sq . 


ft. 


14. 


890.86 


sq. 


ft. 


15. 


895.21 


sq. 


ft. 


16. 


928. 81 


sq. 


ft. 


17. 


905.19 


sq . 


ft. 


L8. 


911.89 


sq. 


ft. 


19. 


875.96 


sq. 


ft. 


Educational Laboratories 


1. 


862.21 


sq . 


ft. 


2. 


871.39 






3. 


702. 34 


sq. 


ft. , 



Optimum Program 
Capacity Capacity 



28 25 

28 25 

28 25 

28 25 

29 25 

28 25 

29 25 

29 25 

29 25 

29 25 

29 25 

29 25 

29 25 

29 25 

29 25 

30 25 

30 25 

30 25 

29 25 

20 20 

20 20 



20 20 



Special Education 

Emotionally Handicapped 

1. 87...61 sq. ft , 29 



Total 20,10^.87 sq. ft 638 5^3 



252 



259 



Changes in Space Utilization 



School : 



Date of Optimum Program 

Additions Usage Change Sq. Ft. Capacity Capacity 



I. 
2, 
3, 
4. 
5. 



+ 



Sulitractiona 



1, 
2. 
3. 

U. 
5. 



NEW TOTALS 



Si hOOl ! 


Ad<li tions 


Usage 


Date of 
Change 


Sq. Ft. 


Optimum 
Capacity 


Program 
Capacity 




1. 






+ 


+ 


+ 




2. 






+ 


+ 






3. 






+ 


+ 


+ 




4. 






+ 


+ 


+ 




5. 






+ 


+ 


+ 




Subtractions 














1. 














2. 














3. 














4. 














5. 




























NEW TOTALS 



253 



2(i0 



Optimum Program 
Capaci ty Capacity 



Santa Clara 








General 


Classrooms : 




1. 


886.63 


sq. 


ft. 


2. 


888. 16 


sq. 


ft. 


3. 


888. 16 


sq. 


ft. 


4. 


888. 16 


sq. 


ft. 


5. 


888.16 


sq . 


ft. 


6. 


888. 16 


sq . 


ft. 


7. 


888.16 


sq . 


ft. 


8. 


888. 16 


sq. 


ft. 


9. 


888. 16 


sq. 


ft. 


10. 


888. 16 


sq . 


ft. 


11. 


693.72 


sq. 


ft. 


12. 


600. 18 


sq . 


ft. 


13. 


821.33 


sq . 


ft. 


14. 


821.33 


sq. 


ft. 


15. 


874.50 


sq . 


ft. 


16. 


778.81 


sq. 


ft. 


17. 


778.80 


sq. 


ft. 


18. 


823.05 


sq. 


ft. 


19. 


806.05 


sq. 


ft. 


Total 15,877.84 


sq . 


ft. 



29 25 

29 25 

29 25 

29 25 

29 25 

29 25 

29 25 

29 25 

29 25 

29 25 

23 23 

20 20 

27 25 

27 25 

29 25 

25 25- 

25 25 

27 25 

26 25 

^9 468 



EKLC 



254 



Changes in Space UCilizaCioa 



School: 

Addi ^i')n3 

1. 
2. 
3. 
4. 
5. 

SulHractions 
1. 
2. 
3. 
4. 
5. 



Date of Optimum Program 

Usage Change Sq. Ft. Capacity Capacity 



+ 



NEW TOTALS 



School : 



1. 

2. 
3. 
4. 
5. 

Subtractions 
1. 
2. 
3. 
4. 
5. 



Date of Optimum Program 

Additionr. Usage Change Sq. ?t. Capacity Capacity 



+ 



NEW TOTALS 



262 

Optimum Program 
Capacity Capacity 

Silver Loa 

General Classrooms: 

1. 896,91 sq. ft 29 25 

2. 896.91 sq. ft 29 25 

3. 896. 91 sq. ft 29 25 

A. 896.91 sq. ft 29 25 

5. 896.91 sq. ft 29 25 

6. 896.91 sq. ft 29 25 

7. 896.91 sq. ft 29 ; 25 

8. 873.74 sq. ft 29 25 

9. 873.74 sq. ft 29 25 

10. 873.47 sq. ft 29 25 

11. 1017.66 sq. ft. 30 25 

12. 1009.99 sq. ft • 30 25 

13. 825.99 sq. ft 27 25 

14. 825.99 sq. ft • 27 25 

^ 15. 825.99 sq. ft 27 25 

16. 825.99 sq. ft 27 25 

17. 925.99 sq. ft 30 25 

18. 925.99 sq. ft 30 25 

19. 703. 52 sq. ft • 23 23 

20. 703.52 sq. ft 23 23 

Total 17,489.95 sq. ft : 564 496 



ERIC 



263 



Changes in Space Utilization 



Sihool: 



Addi tions 

1. 
2. 
3. 
4. 
3. 

Sul>tractions 
1. 
2. 
3. 
A, 
5. 



School : 



Additions 

1. 
2. 
3. 
4. 
5. 

Subtractions 
1. 
2. 
3» 
4. 
5. 



Usage 



Date of 
Change 



Optimum Program 
Sq, Ft, Capacity Capacity 



NEW TOTALS 



Usage 



Date of 
Change 



Optimum Program 
Sq. Ft. Capacity Capacity 



NEW TOTALS 



257 



264 

Optimum Program 

Capacity Capacity 

Spring Creek 

General Classrooms: 

1. 735.63 sq. ft 24 24 

2. 735.63 sq. ft 24 24 

3. 735.63 sq. ft 24 24 

4. 735.63 sq. ft 24 24 

5. 735.63 sq. ft 24 24 

6. 735.63 sq. ft 24 24 

7. 735.63 sq. ft .." 24 24 

8. 735.63 sq. ft 24 24 

9. 735.63 sq. ft 24 24 

10. 735.63 sq. ft 24 24 

11. 735.63 sq. ft 24 24 

12. 735.63 sq. ft 24 24 

13. 735.63 sq. ft 24 24 

14. 735.63 sq. ft 24 24 

^ 15. 735.63 sq. ft 24 24 

16. 735.63 sq. ft 24 24 

17. 735.63 sq. ft 24 24 

18. 735.63 sq. ft 24 24 

19. 735.63 sq. ft." 24 24 

20. 735.63 sq. ft 24 24 

21. 926.73 sq. ft. CP^-table) 30 25 

Total 15,639.33 sq. ft 510 505 



ERIC 



265 



Changes in Space Utilization 



School : 


Additions 

I. 


Usage 


Date of 
Change 




Sq, Ft, 


Optimum Program 
Capacity Capacity 


2. 












3. 












4. 
























Subtractions 

1. • Z . 

7. 1 . • 


1 

U. 1 — ■ 

C " ■ 






NEW TOTALS 








.School : 


Additions 


Usage 


Date of 
Change 




Sq. Ft. 


Optimum Program 
Capacity Capacity 


1. 












2. 












3. 












4. 












5. 










+ + 



Subtractions 
1. 
2. 
3. 
4. 
5. 



NEW TOTALS 

259 

o 

ERIC 



26ft 



Twin Oaks 



General 


Class rooms : 




1 • 


897. 39 


sa . 


It . 


2. 


897. 39 


S CJ . 


r c . 


3- 


915. 59 


S CJ . 


ft. 


4. 


896. 35 


S CJ . 


ft. 


5. 




sq . 


ft . 


6. 


872.58 


sq. 


ft. 


7. 


908.03 


sq. 


ft. 


8. 


844.36 


sq. 


ft. 


9. 


923.53 


sq. 


ft. 


10. 


856.14 


sq. 


ft. 


11. 


924.87 


sq. 


ft. 


12. 


893.15 


sq. 


ft. 



Total 10,736.69 sq. ft. 



ERIC 



260 



Optimum Program 
Capacity Capacity 



29 25 

29 25 

30 25 

29 25 

30 25 

29 25 

30 25 

28 25 

, 30 25 

, 28 25 

, 30 25 

, 29 25 

351 300 



267 



Changes in Space Utilization 



School : 


Additions 

1. 


Usage 


Date of 
Change 


+ 


Sq, Ft. 


Optimum Program 
Capacity Capacity 

+ + 


2. 










+ + 


3. 






+ 




+ + 


A. 






+ 




+ + 


«; 






+ 




+ + 


Subtractions 

1. 1 

o "* 1 


3. 
4. 












5. 




NEW TOTALS 








School :^ 


Addi tions 


Usage 


Date of 
Change 




Sq. Ft. 


Optimum Program 
Capacity Capacity 


1. 






+ 




+ + 


2. 






+ 




+ -r 


3. 






+ 




+ + 


4. 






+ 




+ + 


5. 






+ 




+ + 


Subtractions 












1 












2- - Z ^ 




1 1 Z 


1 Z 1 








NEW TOTALS 









261 

o 

ERIC 



268 



Washington 



feneral 


Classrooms : 




1. 


939.63 


sq. 


ft. 


2. 


923.00 


sq. 


ft. 


3. 


923.00 


sq. 


ft. 


4. 


923.00 


sq. 


ft 


5. 


960.74 


sq. 


ft. 


6. 


960.74 


sq. 


ft. 


7. 


960.74 


sq. 


ft. 


8. 


941.64 


sq. 


ft. 


9. 


966.24 


sq. 


ft. 


10. 


966.24 


sq. 


ft. 


11. 


966.24 


sq. 


ft. 


12. 


961.26 


sq. 


ft. 


13. 


961.26 


sq. 


ft. 


14. 


961.26 


sq. 


ft. 


15. 


961.26 


sq. 


ft. 


16. 


961.26 


sq. 


ft. 


17. 


961.26 


sq. 


ft. 


18. 


961.24 


sq. 


ft. 


19. 


966.24 


sq. 


ft. 


Music 








1. 


676.57 


sq. 


ft. 



Optimum Program 
Capacity Capacity 



(Portable) 30 25 

30 25 



30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

22 22 



Total 18,802.82 sq. ft 592 497 



ERIC 



262 



269 



Changes in Space Utilization 



School: 



Add! tiona 

1. 
2. 
3. 
U. 
5. 

Subtractions 
1. 
2. 
3. 
/». 
5. 



Usage 



Date of 
Change 



Sq. Ft. 



Optimum Program 
Capacity Capacity 



NEW TOTALS 



Si liooi : 



Addi tions 

1. 
2. 
3. 
4. 
5. 

Subtractions 
1. 
2. 
3. 
i*. 
5. 



Usage 



Date of Optimum Program 

Change Sq. It. Capacity Capacity 



NEW TOTALS 



ERIC 



263 



2 70 



Optimum Program 
Capacity Capacity 

Westmoreland 

General Classrooms: 

1. 883.64 sq. ft. 29 25 

2. 1009.48 sq. ft 30 25 

3. 921.52 sq. ft. .30 25 

4. 992.24 sq. ft 30 25 

5. 978.47 sq. ft 30 25 

6. 998.59 sq. ft 30 25 

7. 923. 96 sq. ft 30 25 

8. 905.50 sq. ft 30 25 

9. 953.49 sq. ft 30 25 

10. 865.80 sq. ft 28 25 

11. 872.51 sq. ft 29 25 

12. 980.60 sq. ft 30 25 

13. 882.88 sq. ft 29 25 

14. 915.37 sq. ft. 30 25 

15. 956.00 sq. ft 30 25 

16. 862.71 sq. ft 28 25 

Total 14,903.36 sq. ft 473 400 



264 



271 



Changes in Space Utilization 



School : 



Additions 


Usage 




Date of 
Change 




Sq. 


Ft. 


Optimum 
Capacity 


Program 
Capacity 


1 










+ 






+ 


+ 


2. 










+ 






+ 


+ 


3. 










+ 






+ 


+ 


4. 










+ 








+ 


5. 










+ 






+ 


+ 


Sul>traction3 




















1. 




















2. - " - 


3. - - " 


4. - " - - 


5. - " " 








NEW 


TOTALS 














School: . . 


Additions 


Usage 




Date of 
Change 




Sq. 


Ft. 


Op timum 
Capacity 


Program 
Capacity 


1. 










+ 






+ 


+ 


2. 










+ 






+ 


+ 


3. 










+ 






+ 


+ 


4. 










+ 






+ 


+ 


5. 










+ 






+ 




Subtractions 




















1, 






















3. > - - 


4. " " " - 


5. " " - 








NEW 


TOTALS 













ERIC 



265 



272 



Whi teaker 

General Classrooms: 



Total 



1. 


9S0.23 


sq. 


ft r 




043.50 


sq. 


f tv 


J • 


656.75 


sq. 


ft. 


4. 


915.78 


sq. 


ft. 


5. 


915, 78 


sq. 


ft. 


6. 


959.70 






7. 


017.44 


sq. 


ft. 


8. 


917,44 


sq. 


ft. 


9. 


896,18 


sa . 


ft. 


10. 


791.25 


sq. 


ft. 


11. 


789.00 


sq. 


ft. 


12. 


799.25 


sq. 


ft. 


lent 


Rooms 






1. 


635.92 


sq. 


ft. 


10,788.22 


sq. 


ft. 



ERIC 



266 



Optimum Program 
Capacity Capacity 



30 25 

21 21 



21 21 

30 25 

30 25 

30 25 

30 25 

30 25 

29 25 

26 25 

26 25 

26 25 

21 21 

350 313 



273 



Changes in Space Utilization 



School: 



Date of Optimum Program 

Additions usage Change Sq. Ft. Capacity Capacity 



1. 
2. 
3. 
4. 
5. 

•?;ul) tractions 
1. 
2. 
3. 
A. 
5. 



NEW TOTALS 



Scliool : 



Date of Optimum Program 

Additions usage Change Sq. • Ft. Capacity Capacity 



1. 
2. 
3. 
4. 
5. 

Subtractions 
1. 
2. 
3. 
4. 
5. 



NEW TOTALS 



267 



274 



Willagillespie 

General Classrooms: 



Total 



1. 


936.30 


sq. 


ft. 


2. 


944.97 


sq. 


ft. 


3. 


945.39 


sq. 


ft. 


4. 


944.97 


sq. 


ft. 


5. 


951.25 


sq. 


ft. 


6. 


951.25 


sq. 


ft. 


7. 


951.25 


sq. 


ft. 


Q 

O • 


qsi 25 


sq . 


ft. 


9. 


951.25 


sq. 


ft. 


10. 


951. :5 


sq. 


ft. 


11. 


951.25 


sq. 


ft. 


12. 


951.25 


sq. 


ft. 


13. 


951.25 


sq. 


ft. 


14. 


951.25 


sq. 


ft. 


15. 


792.10 


sq. 


ft. 


14,076.23 


sq. 


ft. 



Optimum Program 
Capacity Capacity 



30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 -. 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

: 26 25 

446 375 



ERIC 



268 



275 



Changes in Space Utilization 



School : 


Addi tions 

1. 


Usage 


Date of 

Phfln OP 


Sq, Ft, 


Optimum 
Capacity 


Program 
Capacity 


2. 












3. 












4. 












5. 












Subtractions 












1 - 












o - - Z 














a. _ I ^ •= 


s . 1 _ 


NRW TOTALS 



Si'hool: 


Additions 


Usage 


Date of 
Change 




Optimum 
Sq. rt. Capacity 


Program 
Capacity 


1. 






+ 


+ 




2. 






+ 


+ 


+ 


3. 








+ 




4. 








+ 


+ 


5- 










+ 


Subtractions 








« 




1 . 














- - 2 


A. 












5. - z 




NEW TOTALS 



o 269 
ERIC 



276 



Wi llakenzie 



General 


Classrooms : 




i. 


660.93 


sq. 


ft. 


2. 


656.37 


sq. 


ft. 


3. 


682.94 


sq. 


ft. 


4. 


652.70 


sq. 


ft. 


5. 


926.96 


Sq. 


ft. 


6. 


926.96 


sq. 


ft. 


7. 


886.29 


sq. 


ft. 


8. 


844.65 


sq. 


ft. 


9. 


954.74 


sq. 


ft. 


10. 


959.66 


sq. 


ft. 


11. 


953.82 


sq. 


ft. 


12. 


953.82 


sq. 


ft. 


13. 


953.29 


sq. 


ft. 


14. 


953.29 


sq. 


ft. 


15. 


953. 


sq. 


ft. 


16. 


953.29 


sq. 


ft. 



ERIC 



270 



Optimum Program 
Capacity Capacity 



,22 22 

21 21 

22 22 

21 21 

30 25 

30 25 

29 25 

28 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 



Special Education 

Emotionally Handicapped 

1. 953.82 sq. ft 30 



Music 

1. 665.19 sq. ft 22 22 

:'i 

Total 15,492.01 sq. ft 495 416 



277 



Chansss in Space Utilisation 



Date of Optimum Program 

Addi tions Usage Change Sq. Ft. Capacity Capacity 



1. + + + 

2. + + + 

3. , + + + 

4. + + +_ 

5. + + 4- 



Stibt ractions 

1. 

2. 

3. 

4. 

5. 

NEW TOTALS 



Sdiool : 

Date of Optimum Program 

Additions Usage Change Sq. Ft. Capacity Capacity 



1. + + + 

2. + + + 

3. + + + 

4. + + +_ 

5. 4- 4-4- 



Subtractions 
I. 
2. 
3. 
4. 
5. 



NEW TOTALS 



EKLC 



V 

271 



278 



Optimum 
Capacity 



Program 
Capacity 



Willard 



Gonoral 


Classrooms : 




1. 


868.95 


sq. 


ft. 


2. 


868.95 


sq. 


ft. 


3. 


868.95 


sq. 


ft. 


A. 


868. 95 


sq. 


ft. 


5. 


868. 95 


sq. 


ft. 


6. 


869.52 


sq. 


ft. 


7. 


862.52 


sq. 


ft. 


8. 


862.52 


sq. 


ft. 


9. 


862.52 


sq. 


ft. 


10, 


874.89 


sq. 


ft. 


11. 


874.89 


sq. 


ft. 


12. 


874.89 


sq. 


ft. 


13. 


874.89 


sq. 


ft. 



28 

28 

28. 

28 

28 

28 

28 

28 

28 

29 

29 

29 

29 



25 
25 
25 
25 
25 
25 
25 
25 
25 
25 
25 
25 
25 



Educational Laboratory 
Other Laboratory 
1. 826.95 sq. ft 

Special Education 
Deaf 

1. 868.95 sq. ft 

Emotionally Handicapped 

1. 862.52 sq. ft 

Educable Mentally Retarded 
1. 874.89 sq. ft 

Music 

1. 868.95 sq. ft 



20 



28 



28 



29 



28 



20 



15 



25 



Total 15,603.65 sq. ft. 



501 



401 



ERIC 



272 



279 



Changes in Space Utilization 



School; 



Additions 

I. 

2. 
3. 
. 4. 
5. 

Subtractions 
1. 
2. 
3. 
A. 
5. 



School: 



Additions 

1. 
2. 
3. 
4. 
5. 

Subtractions 
1. 
2. 
3. 
4. 
5. 



Usage 



Date of 
Change 



Sq. Ft. 



Optimum Program 
Capacity Capacity 



NEW TOTALS 



Usage 



Date of 
Change 



Sq. Ft. 



Optimum Program 
Capac^ '';apacity 



NEW TOTALS 



ERIC 



273 



281 



TABLE 4: OPTIMUM AND PROGRAM CAPACITIES BY SCHOOL (continued) 
Junior High Schools 



o 274 

ERIC 



282 

^ JUNIOR HIGH SCHOOLS Optimum Program 

^ ' : Capacity Capacity 

forKoii 

General Classrooms: 

1. 888.92 sq. ft 29 25 

2. 888.92 sq, ft 29 25 

3. 883.29 sq, ft. . . .' 29 25 

4. 959,37 sq. ft 30 25 

5. 957.17 sq. ft 30 25 

6. 878.26 sq, ft 28 25 

7. 756.87 sq. ft 25 25 

8. 845.25 sq. ft 28 25 

9. 921.56 sq. ft 30 . 25 

10. 919.96 sq. ft 30 25 

11. 922.32 sq. ft 30 25 

12. 933.98 sq. ft. . . 30 25 

13. 926.52 sq. ft 30 25 

14. 905.94 sq. ft 30 25 

^ 15. 659.87 sq. ft 21 21 

16. 913.87 sq. ft 30 . . 25 

17. 913,87 sq. ft 30 25 

18. 926.51 sq. ft ^0 25 

19. 1014.88 sq. ft • 30 25 

20. 922.79 sq. ft 30 25 

21. 1033.98 sq. ft 30 25 

22. 919.95 sq. ft 30 25 

23. 937. 18 sq. ft 30 25 

24. 926.51 sq. ft 30 25 

Educational Laboratories 

Reading Laboratories ^ 

1. 969.06 sq. ft 20 20 

2. 969.06 sq. ft 20 20 

Lecture Rooms 

1. 1308.74 sq. ft 30 25 r 

Home Economics 

I 1. 1001.04 sq. ft 20 20 

2. .^21. 66 sq. ft 20 20 



EKLC 



275 



283 



Optimum Program 
Capacity Capacity 



Jefferson (ContiTUf.'^]) 
Industrial A; ts 
Metal Works 

I. 1347.39 sq. ft 

Industrial Mechanics 

1, 668.09 sq. ft 

Woodworking, Construction 
1. 1422.22 sq. ft 

Student Rooms 

.95 sq. ft 

Speci nation 

Emocionally Handicapped 
1. 928.88 sq. ft 

Music 

1. 1193.50 sq. ft 

2. 1113.44 sq. ft 



20 
20 
20 
19 

30 

30 
30 



20 



20 



20 



19 



25 
25 



Total 34,195.77 sq. ft 978 

Changes in Space Utilization 



838 



School : 



Additions 

1. 
2. 
3. 
4. 
5. 

Subtractions 
1. 
2. 
3. 
4. 
5. 



ERIC 



Usage 



Date of 
Change 



Optimum Program 
Sq. Ft. Capacity Capacity 



NEW TOTALS 



276 



Changes in Space Utilization 



St Ih)oI : 



Ail<l i I ions 



1. 
2. 
3. 
A. 
5. 



Date of 
Change 



Sq. Ft. 



Optimum Program 
Capacity Capacity 



Siil)tracrion9 
1. 
2. 
3. 
l^. 
3. 



NEW TOTALS 



Scliool : 



Additions 

1 . 
2. 
J . 

5. 

Subtractions 
1. 
2. 
3. 
4. 
5. 



Usage 



Date of 
Change 



Sq. 



Optimum Program 
Ft. Capacity Capacity 



NEW TOTALS 



277 



Optimum Program 
Capacity Capacity 



Kelly 

General Classrooms: 

1. 822.25 sq. ft. ... 

2. 920.00 sq. ft. . . . 

3. 920.00 sq. ft. ... 
A. 926.80 sq. ft. ... 

5. 920.00 sq. ft. ... 

6. 920.00 sq. ft. . . . 

7. 920.00 sq. ft. ... 

8. 920.00 sq. ft. ... 

9. 920.00 sq. ft. . . . 

10. 920.00 sq. ft. . . 

11. 920.00 sq. ft. .. 

12. 989.14 sq. ft. . . 

13. 989.14 sq. ft. .. 

14. 1001.49 sq. ft. .. 

15. 888.12 sq. ft. .. 

16. 906.12 sq. ft.. .. 

17. 822.25 sq. ft. . 
^8. 764.26 sq. ft. .. 

19. 768.93 sq. fr.. .. 

20. 792.53 sq. ft. 

21. 1038.31 sq. ft. .. 

22. 903.32 sq. ft. .. 

23. 928.16 sq. ft. .. 

24. 988.95 sq. ft, .. 
Educational Laboratorieit 

Reading Laboratori'iS 

1. 869.50 sq. ft. . , 

2. 765.57 sq. ft. . 
Home Economics 

1. 945.00 sq. ft. .. 

2. 1100.73 sq. ft. . 



27 25 

30 V 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

.0 25 

29 25 

30 25 

27 25 

25 25 

, 25 25 

, 26 25 

, 30 25 

. 30 25 

. 30 25 

. 30 25 



7.9 



20 



20 c 20 

20 20 



278 



Op Li mum Program 
Capacity Capacity 



Kelly (Continued) 

Industrial Arts 
Metal Works 

1. 1140.37 sq. ft 

Woodworking, Construction 
1. 1253.20 sq. ft 

Mus"' c 

1. 1188.00 sq. ft 

2. 1L67.21 sq. /v 

3. 13b6.84 sq. ft, 

Total 31,626.19 sq. ft 



Changes in Space Utilization 



School :^ 


Addi tit)n3 

1. 


Date of 
Usage Change 


Sq. Ft, 

+ 


Optimum 
Capacity 

+ 


Program 
Capacity 

+ 


2. 




+ 


+ 


+ 


3. 




+ 


+ 


+ 


4. 




+ 




4- 


5. 




+ 


+ 


+ 


Subtractions 
1 










9 


1 , ' ' 


/. 










s. 


NEW TOTALS 



20 20 

20 

30 

30 25 

. 30 25 

909 795 



279 



Changsfl in Spnce Utilization 



School: 



Addi tions 

1. 
2. 
3. 
4. 
5. 

Subtractions 
1. 
2. 
3. 
4, 
5. 



School: 



Additions 

1. 
2. 
3. 
4. 
5. 

Subtractions 
1- 
2. 
3. 
4. 
5. 



Usage 



Date of 
Change 



Sq. Ft, 



Optimum Program 
Capacity Capacity 



NEW TOTALS 



Usage 



Date of 
Change 



Sq. Ft. 



Optimum Program 
Capacity Capacity 



NEW TOTALS 



EKLC 



280 



288 



Optimum Program 
Capacity Capacity 



Kennedy 



General 


Class rooms ; 




1. 


919.04 


sq. 


ft. 


2. 


960. 35 


sq . 


ft. 


3. 


960 . 35 


sq . 


ft. 


4. 


923. 71 


sq . 


ft. 


5. 


919. 04 


sq . 


ft. 


6. 


930 . UU 


sq . 


ft. 


7. 


93/ . 2d 


sq . 


ft. 


8. 


913.70 


sq . 


ft. 


9. 


938.51 


sq . 


ft. 


10. 


1091.91 


sq . 


ft. 


11. 


1,037.75 


sq . 


ft. 


12. 


26.89 


sq . 


ft. 


13. 


916.02 


sq . 


ft. 


14. 


916.02 


sq . 


ft. 


15. 


1081.66 


sq . 


ft. 



30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

30 25 

Educational Laboratories 
Language Laboratory 

1. 911.07 sq. ft 20 20 

Lecture Rooms 

1. 1105.02 sq. ft 30 25 

2. IG74-96 sq. ft 30 25 

Home Economics 

1. 1122.70 sq. ft 30 25 

2. 8/2.29 sq. ft 29 21' 

Industrial Arts 

Metal Works 

1. 1492.00 sq. ft 20 20 

Woodworking, Cons t ruction 

1. 1532.42 sq. ft 20 20 



EKLC 



281 



289 



Optimum Program 
Capaci ty Capaci ty 

Kennedy (Continued) 
Music 

1. 1719.67 sq. ft 30 25 

2. 1165.68 sq. ft 30 25 



(»i<9 



Changes in Space Utilization 



School: 



Additions 

i. 
2. 
3. 
4. 
5. 

Subtractions 
1. 
2. 
3, 
U. 
5, 



Date of Optimum Program 

Usage Change Sq. Ft. Capacity Capacity 



NEW TOTALS 



282 



Changes in Space Utilization 



: 

Sihool : 


Aildi I it)n3 

I . 


Usage 


Date of 
Change 


-r 


Sq. Ft. 


Optimum 
Capacity 


Program 

Capacity ■-^^'^ 


2. 














3. 














4. 












+ 


5. 






+ 








Sul)t Tactions 














1 , 














2. - ^ 


3- _ - ' 


" ' 


5. - 


NRW TOTALS 


liool : 


Addi ti ons 


Usage 


Date of 
Chang J 




Sq. Ft. 


Optimum 
Capacity 


Program 
Capacity 


I. 














2. 






+ 




+ 




3. 






+ 






+ 


• 4. 












+ 


5. 














Subtractions 














1 - 














7 - _ " Z 


3- 














/. - - 1 






























I,, 




TOTALS 











283 



291 



Optimum 
Capacity 



Program 
Capacity 



Madison 

General Classrooms: 

1. 1052.04 sq. 

2. 1102.94 sq. 



ft. (Portable) 30 

ft. (portable) 30 

3. 1102.94 sq. ft. (Portable) 30 

4. 1052.04 sq. ft. (Portable) 30 

5. 1102.94 sq. ft. (Portable) 30 

6. 1086.88 sq. ft. (Portable) 30 

7. 



ft. 
ft. 
ft. 
ft. 
ft. 
ft. 



977.18 sq. ft. 
824.04 sq. ft. 
830.53 sq. ft. 
832.86 sq 
828.99 sq 
951.30 sq 
933.64 sq 
933.97 sq 
842.61 sq 
842.61 sq. ft. 
842.61 sq. ft. 
842.61 sq. ft. 
1007.19 sq. ft. 
1104.18 sq. ft. 

811.52 sq. ft. 
1365.85 sq. ft. 
723.02 sq. ft. 
725.14 sq. ft. 
Educational Laboratories 
Reading Laboratory 
1. 811.52 sq. ft. 
Home Economics 

1. 950.38 sq. ft. 

2. 1094.19 sq. ft. 



8. 

9. 
10. 
11. 
12. 
13. 
14. 
15. 
16. 
17. 
18. 
19. 
20. 
21. 
22. 
23. 
24. 



30 
27 
27 
27 
27 
30 
30 
30 
28 
28 
28 
28 
30 
30 
27 
30 
24 
24 



20 

20 
20 



25 
25 
25 
25 
25 
25 
25 
25 
25 
25 
25 
25 
25 
25 
25 
25 
25 
25 
25 
25 
25 
25 
, 24 
, 24 



20 

20 

20 



ERIC 



284 



Optimum Program 
Capacity Capacity 



Madison (Continued) 
Industrial Arts 
Metal Works 

K 1079.38 sq, ft 20 20 

Woodworking, Construction 

1. 1850.07 sq. ft 20 20 

Music 

1. 1161.07 sq. ft. 30 25 

2. 1498.00 sq. ft 30 25 

Total 31,224.24 sq. ft ' 845 748 



Changes in Space Utilization 



Sihool: 


Addi t ions 

I. 


Usa^e 


Date of 
Change 


Sq. Ft. 

+ 


Optimum 
Capacity 

+ 


Program 
Capacity 

4- 




2. 






+ 


+ 


4- 




3. 






+ 


+ 


4- 




4. 








4- 


4- 




5. 






+ 


+ 


4- 




Subtractions 
1. 














2. 














3. 














4. 














5. 




























NEW TOTALS 



285 



293 



Changes in Space Utilization 



Sthool : - — — 




Date of Optimum Program 
Additions usage Change Sq. Ft. Capacity Capacity 
, + + + 

± 

± ± ± 

± 

± 

Sal>troGt ions 

\ . _ r- 

? 

1. ■■ — 

a. — 

S 


NF>r TOTAT.S . . 


t:, hnnl ! 




Dp e Of Optimum Program 
Additions usage Change Sq. Ft. Capacity Capacity 

+ + ± 

± 

_ + + ± 

± 

± 

Subtractions 

1. . 1 — 

_ 1 

T. Z 

, A. 

• S. I 


NEW TOTALS 





286 

o 

ERIC 



29A 



Optimum 
Capacity 



Program 
Capaci ty 



Mtmroe 



ienerai 


CI. ass rooms : 




I. 


1 122.94 


sq. 


ft. 


2. 


712,32 


sq . 


ft. 


3. 


724,16 


sq. 


ft. 


4. 


1339.55 


sq . 


ft. 


5. 


582.96 


sq. 


ft. 


6. 


804.59 


sq . 


ft. 


7. 


989.27 


sq . 


ft. 


8. 


776.38 


sq. 


ft. 


9. 


831.95 


sq. 


ft. 


iO. 


784.56 


sq. 


ft. 


il. 


776.38 


sq . 


ft. 


12. 


1213.34 


sq. 


ft. 



Educational Laboratories 

Science Laboratory 

1. 782.44 sq. ft . , 

Other Laboratory 

I. 939. 79 sq. ft 

Lecture Rooms 

1. 996.42 sq. ft. , 

2. 1059.43 sq. ft 

Home Econonii-s 

1. 1213.34 sq. ft 

2. 1140.57 sq. ft 

Industrial Arts 

Metal Works 

1. 1380.30 sq. ft 

Woodworking, Construction 

1. 1358. 97 sq. ft 

Drafting, Mechanical Drawing 
1. 522. 72 sq. ft 



30 

23 
24 
30 
-19, 
26 
30 
25 
27 
26 
25 
30 



20 

20 

30 
30 

20 
20 

20 
20 
17 



25 
23 
24 
25 
19 
25 
25 
25 
25 
25 
25 
25 



20 

20 

25 
25 

20 
20 

20 
20, 
17 



ERIC 



287 



Optimum Program 
Capacity Capacity 

Monroe (Continued) 
Music 

1. 1026.41 sq. ft 30 25 

Other Classroo t 

1. 994.91 sq. ft 30 , ... 25 

Total 22,073.70 sq. ft 572 528 



Changes in Space Utilization 



School : 



Additions 

1. 
1. 
3. 
4. 
5. 

Subtractions 
I. 
2. 
3. 
4. 
5. 



Usage 



Date of 
Change 



Optimum Program 
Sq. Ft. Capacity Capacity 



NEW TOTALS 



288 



Chnngos in Spac- Utilization 



Si hool 



U 
3 

1 . 





Date ot 
Chan 


Sq. I't. 


Optimum 
Capaci ty 


P rogratn 
Capaci ty 

+ 






+ 




+ 






+ 




+ 










+ 






+ 


+ 


+ 







NEW TOTALS 



S< liooL : 



Add i t ions 



L . 
2 . 
3. 
A. 
5. 



Usage 



Date of 
Change 



Optimum Program 
Sq. Ft. Capacity Capacity 



Subtractions 
1. 
2. 
3. 
4. 
5. 



NEW TOTALS 



289 



Optimum 
Capacity 



Program 
Capacity 



Rooscvel t 



General 


Classrooms: 




1. 


858.55 


sq. 


ft. 


2. 


875.50 


sq. 


it. 


3. 


921.50 


sq. 




4. 


892.00 


sq. 




5. 


929.07 






6. 


906.25 


sq. 


ft. 


7. 


908.50 


•sq. 


ft. 


8. 


908.50 


sq. 


ft. 


9. 


1046.50 


sq. 


ft. 


iO. 


863.21 


sq . 


ft. 


11. 


832.38 


sq. 


ft. 


12. 


810.46 


sq. 


ft. 


13. 


917.07 


sq . 


ft. 


14. 


892.53 


sq* 


ft. 


15. 


849.48 


sq. 




16. 


952.14 


sq. 


ft. 


17. 


824.09 


sq • 




18. 


820.41 


sq . 


ft. 


19. 


828.00 


sq. 


ft. 


20. 


828.00 


sq. 




21. 


793.34 


sq-. 


ft. 


22. 


798-23 


sq. 


ft. 


23. 


791.34 


sq. 


ft. 


24. 


820.23 


sq. 


ft. 



Educational Laboratories 
Reading Laboratory 

1. 880.54 sq. ft. , 
Home Economics 

K 802.29 sq. ft. , 

2. 1230.41 sq. ft. 



28 25 

29 25 

30 25 

29 25 

30 25 

30 25 

30 25 

30 25 

30 25 

28 25 

27 25 

27 25 

30 25 

29 25 

28 25 

30 25 

27 25 

27 25 

27 25 

27 25 

26 25 

26 25 

26 25 

. 27 25 



20 20 

20 20 

20 20 



er|c / 



/ 



290 



Optimum l^roj;r«'im 
Capaci Ly Capaci ty 

Kooflrvi-ll (Continued ) 
Indust. rial Arts 
Mela 1 Works 

I. 1758.00 sq. ft 20 20 

Woodworking, Construction 

1. 1615.37 sq. ft 20 20 

i'iec t ri ci ty , fcilec tronics 

I . 1822.67 sq. ft 20 20 

Spt/cial Education 

hJducable Mentally Retarded 

I . lO'il. 11 sq. ft 30 15 

2. 1067.74 sq. ft 30 15 

3. 501.91 sq. it 16 15 

6. 838.74 sq. ft 27 15 

Mu sic 

1. 1273.34 sq. ft 30 25 

Total 33,689.40 sq. ft 931 805 

Changes in Space Utilization 



Si hoo I 



Date of Optimum Program 

Ad<ii t ions Usage Change Sq. Ft. Capacity Capacity 

I. + + + 



2. + + 



3. + + 

4. + + _i_ 



5. + + 

Suht ract ions 

1. - - ^ 

2. - - ^ 

•H. - _ 

4. • - - - 

5. - - - 



NEW TOTALS 



9ni 



299 





Changes in Space 


Utilization 






Si hool : 




Date of 




Optimum 


Program 


Acidi L i 1)113 


Usaj^e Change 


Sq. Ft. 


Capacity 


Capaci t y 


1. 










2. 










3. 










A. 










3. 










Stil>t:racLi.ons 










1. 










2. - * " 


3. - - 


.4. - " ' 


5. - ' 





NEW TOTALS 



School : 






Date of 




Op timum 


Program 


Adtii t ions 


Usage 


Change 


Sq. Ft. 


Capacity 


Capacity 


1. 












2. 












3. 












U. 












5. 






-j- 




4- 


Subtractions 












1. 












2. - - " 


3. - - - 


4. - - - 


5. - - " 








NEW TOTALS 









292 



300 



Opl imum Proy.ram 
Capacity Ca[)aci ty 



Horn 



■ral 


C! 1 ass rooms 




1 . 


H71. 


(JO 


sq. 


11. 




989. 


90 


sq. 


ft. 




857. 


lb 


sq . 


fL. 


A. 


970. 


31 


sq. 


rii. 


5. 


858. 


82 


sq . 




b. 


803. 


82 


sq . 


ft. 


7. 


830. 


,96 


sq. 


ft. 


8. 


830. 


.96 


sq. 


ft. 


9. 


830. 


. 96 


sq. 


ft. 


10. 


830. 


.96 


sq. 


It, 


II. 


830. 


.96 


sq. 


ft. 


12. 


830, 


.96 


sq. 


ft. 


13. 


905 


.40 


sq. 


ft. 


L4. 


822 


.63 


sq . 


ft. 


15. 


817 


.51 


sq. 


ft. 


16. 


822 


.39 


sq. 


ft. 


17. 


820 


.09 


sq. 


ft. 


18. 


812 


.01 


sq . 


ft. 


19. 


814 


.98 


sq . 


ft. 


20. 


1308 


.95 


sq . 


ft. 


21. 


800 


.57 


sq. 


ft. 


22. 


946 


. 32 


sq. 


ft. 


10 Economics 






1. 


1442 


.40 


sq. 


ft. 



Industrial Arts 
Metal Works 

1. 910.47 sq. ft 

Woodworking, Construction 
1. L381.01 sq. ft 

Music 

1. 1023. 25 sq. ft 



29 25 

30 25 

28 25 

30 25 

2H 25 

26 25 

27 25 

27 25 

27 25 

27 25 

27 25 

27 25 

30 ■. . 25 

27 25 

27 25 

27 25 

27 25 

27 25 

27 25 

30 25 

26 25 

30 25 

20 20 



20 20 



20 20 



30 25 



293 



ERIC 



301 



Optimum Program 
Capacity Capacity 



Spencer Buttie (Continued) 



2. 1546.59 sq. ft 30 25 



Total 25,512 .24 sq. ft 731 660 



Changes in Space Utilization 



School : 



Additions Usage 
1 . 


Date of 
Change 


Sq. Ft. 


Optimum 
Capacity 


Program 
Capacity 


2. 










3. 










4. 




















Subtractions 

1 . Z 


7. I_ ^ ^ 


_. 1 


/. - _ Z I 


5. 











NEW TOTALS 



294 

o 

ERIC 



302 



i:lw»n)'.es in Sp.ico lit i I i iia t i on 



S» li(U) 1 



Atlil i t i « m.'j 



i)a If o t OpLimum Program 

Chan^;,L? Sq. Ft. Capacity Capacity 



+ 



+ 



+ 



+ 



+ 



+ 



A. 
S 



+ 



^^ii' tract i ons 
I 



NEW TOTALS 



Srlioo L : 



Atl'l i t ions 



Usage 



Dale of 
Ch s.nge 



Sq. Ft:, 



Optimum Program 
Capacity Capacity 



I . 


+ 


+ 


+ 


7 ^ 


+ 


+ 


+ 


i. 


+ 




+ 




+ 




+ • 




+ 




+ 



Suht rac tioiis 
I . 
2. 
'5. 
A. 
5. 



EKLC 



NEW TOTALS 



295 



303 



Optimum 
Capacity 



Program 
Capacity 



Cal Young 

General Classrooms: 

1. 1122,94 sq, ft, 



(Portable) ^0 



2. 1156.28 sq, ft. (Portable) 

3. 933.26 sq- ft ' 

4. 922.28 sq. ft ' 

5. 949.85 sq. ft 

6. 911.01 sq. ft 

7. 1012.30 sq. ft 

8. 803.74 sq. ft 

9. 946.76 sq. ft 

10. 947. 14 sq. ft 

11. 938.26 sq. ft 

12. 941.46 sq. ft 

13. 941.46 sq. ft 

14. 960.72 sq. ft 

15. 1165.00 sq. ft 

16. 938.30 sq. ft 

17. 949.13 sq. ft 

18. 940.02 sq. ft 

19. 945.00 sq. ft 

20. 982.26 sq. ft 

21. 983.46 sq. ft 

Educational Laboratories 

Reading Laboratory 

1. 948.66 sq. ft 

Home Economics 

1. 1248.70 sq. ft. 

2. 953.51 sq. ft 

Industrial Arts 

Metal Works 
,1. 1238.86 sq. ft 



30 . 

30 . 

30 , 

30 

30 

30 

26 

30 
30 
30 

.30 
30 
30 
3U 
30 
30 
30 
30 
30 
30 



20 

20 
20 

20 



25 

25 

25 

25 

25 

25 

25 

25 
25 
25 
25 
25 
25 
25 
25 
25 
25 
25 
25 
25 
25 



20 

20 
20 

20 



ERIC 
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Optimum 
Capacity 



Program 
Capacity 



Cal Yvuin^ (Continued) 

Woodwork i rn; , Cons L rue Lion 
i. l'3U.84 sq. t"t: 

Ma sic 

1. 1922.71 sq. tt 



20 



30 



20 



25 



Total 28,014.91 sq. ft, 



756 



650 



School 



Addi I 



4. 
3. 



Changes in Space Utilization 



Usage 



Date of 
Change 



+ 



Sq, Ft. 



Optimum Program 
Capacity Capacity 



+ 



+ 



+ 



+ 



Suhtractions 
1. 
2. 
3. 
4. 
5. 



NEW TOTALS 



297 



Changes in Space Utilization 



School ; 



Addi Linns 



I. 
2. 
3. 
4. 
5. 



Sabt ractions 
I. 
2. 
3. 



St hool : 



Addi tions 

1. 
2. 
3. 
U, 
5. 

Subtractions 
1. 
2. 
3. 
4. 
5. 



Usage 



Date of 
Change 



Optimum Program 
Sq. Ft. Capacity Capacity 



NEW TOTALS 



Usage 



Date of 
Change 



Sq. T^t. 



Optimum Program 
Capacity Capacity 



NEW TOTALS 



298 



307 



TABLE 4: OPTI^^UM /\ND PROGRM CAPACITIES BY SCHOOL (continued) 
Senior High Schools 




299 



308 



Sl'lNlOK IIU;ii S(1!(K)I.S 



Optimum 
Capacity 



Act i on 

(it'Ueral Classrooms: 

1. 106H/i4 sq. il 

2. 936.33 sq. ft. . 

3. 907.17 sq. ft. 

Total 1^,992.04 sq. ft. 9° 



Program 
Capacity 



25 
25 

o r 

75 




Optimum Program 
Capacity Capacity 

Quirchill (Continued) 

25. 947.68 sq. £t 30 25 

26. 732,73 sq, ft 24 24 

27. 552. II sq- ft 18 18 

28. 774.39 sq. ft 25 25 

29. 728.35 sq. ft 24 24 

30. 733.21 sq. ft 24 ... 24 

31. 930.28 sq. ft 30 25 

32. 2010.52 sq. ft 30 25 

33. 2029.02 sq. ft 30 25 

34. 1157.48 sq. ft. (Portable) 30 25 

Educational Laboratories 

Language Laboratories 

1. 1253.27 sq. ft 20 20 

2. 712.19 sq. ft 20 20 

3. 730.99 sq. ft 20 20 

Lecture Rooms 

1. 1667.29 sq. ft 30 25 

2. 1950.41 sq. ft 30 25 

Home Economics 

1. 986.63 sq. ft 20 20 

2. 1286. 18 sq. ft 20 20 

3. 1093. 33 sq. ft. (Portable)... 20 20 

Industrial Arts 

Industrial Mechanics 

1. 3144.74 sq. ft 20 20 

Electrici ty. Electronics 

1. 1349.80 sq. ft 20 20 

Drafting, Mechanical Drawing 

1. 1576.55 sq. ft 20 20 

Student Rooms 

1. 2502.00 sq. ft 30 25 

2. 2490.00 sq. ft 30 25 
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Opt imum Program 
Capacity Capacity 



Churchi 1 1 vConlinued) 

3. 2490.00 -sq. U 30 25 

4. 2^302.00 sq. ft 30 25 

b. 820.40 sq. t'l 27 25 

Music 

1. 2047.45 sq. it 30 25 

2. r^7J.U0 sq. ft 30 25 



Toial 38,^86. 10 sq. it 1271 



1194 



Changes in Space ULiiization 



Sc hi JO 1 ; 



Addi I i nns 



4. 
5. 



llsa>;e 



Dstv of Optimum Program 

Change Sq. it. Capacity Capacity 



4- 



Sui> I r a c L i u n 3 



J. 
4. 
5. 



NEW TOTALS 



302 



311 



1 . 

i. 
U. 
5. 

S 1 1 i >i rnc t i<m3 
I. 
2. 
3. 
\ . 



School : 



Ad'ii ti ons 

I. 
2. 
3. 
4. 
5. 

Subtractions 
I. 
2. 
3. 
4. 
5. 



Chan^.es in Siiace Utilization 



Date of 
Change 



Op timum P rogram 
Sq. Ft. capacity Capacity 



+ 



+ 



+ 



+ 



+ 



+ 



+ 



NEW TOTALS 



Usage 



Date of 
Change 



Optimum Program 
Sq. Ft. Capacity Capacity 



+ 



+ 



+ 



NEW TOTALS 



EKLC 



303 



312 



Oj>tinium Program 
Capacity Capacity 

North Eugene 

General Classrooms: 

1. 742.77 s<i. ft 24 24 

2. 734.77 sq. ft 24 24 " 

3. 732.75 sq. it 24 24 

4. 827.25 sq. ft 27 25 

5. 708.76 sq. ft 23 23 

6. 708.76 sq. ft 23 23 

7. 708.76 sq. ft 23 23 

8. 736.26 sq. ft 24 24 

9. 1825. 87 sq. ft 30 25 

10. 1561. 38 sq. ft 30 25 

11. 710.63 sq. ft 23 23 

12. 725. 17 sq. ft 23 23 

13. 856.79 sq. ft 28 25 

14. 809. 24 sq. ft. 26 25 

15. 886.80 sq. ft 29 25 

16. 686.30 sq. ft 22 22 

17. 705.27 sq. ft 23 23 

18. 690.41 sq. ft 23 23 

19. 731.16 sq. ft 24 24 

20. 681. 74 sq. ft 22 22 

21. 744.66 sq. ft 24 24 

22. 699.90 sq. ft 23 23 

23. 623. 10 sq. ft 20 20 

24. 811.59 sq. ft 27 25 

25. 660.58 sq. ft 22 22 

26. 702.58 sq. ft 23 23 

27. 715.47 sq. ft 23 23 

28. 713.99 sq. ft 23 23 

29. 715.88 sq, ft 23 23 

30. 605.05 sq. ft 20 20 

31. 712.75 sq. ft 23 23 



EKLC 



304 



Opt imum 
Capaci ty 



Program 
Capacily 



North Eugene (Continued) 



32. 


712. 


7S 


sq. 


ft 


y\. 


7 34. 


63 


sq. 


ft 


34. 


715. 


27 


sq. 


ft 


35. 


719. 


61 


sq . 


ft 


36. 


709. 


74 


sq. 


ft 


37. 


700. 


62 


sq. 


ft 


38. 


697. 


27 


sq. 


ft 


39. 


707. 


05 


sq. 


ft 


40. 


941. 


89 


sq. 


ft 


Kconomics 






1. 


1069. 


28 


sq. 


ft 


2 . 


985. 


11 


sq. 


ft 



Industrial Arts 
Metal Works 

1. 1415.80 sq, ft , 

Automo tive 

1. 789.95 sq. ft 

Woodworking, Construction 

I. 2637.77 sq. ft 

Electricity, Electronics 

1. 769.22 sq. ft 

Drafting, Mechanical Drawing 

1. 1149.25 sq. ft 

Student Rooms 

1. 2460.00 sq. ft 

2. 2370.00 sq. ft 

Music 

1. 1560.25 sq. ft 

2. 1206.25 sq. ft 



23 
24 
23 
23 
23 
23 
23 
23 
30 

20 
20 



20 

20 

20 

20 

20 

30 
30 

30 
30 



23 

24 
23 
23 
23 
23 
23 
23 
25 

20 

20 



20 

20 

20 

20 

20 

25 
25 

25 
25 



Total 



47,528.10 sq. ft 1221 



1174 



305 



314 



Ch^'in^es in Space Hi i iization 



Sc hool : 



1 . 
2 , 



Usage 



Date qI 
Change 



Op t imum P rogram 
Sq. Kt. Capacity Capacity 



Sal>t rac t i ons 



NEW TOTALS 



School : 



Addi tions 



1. 
2. 
3. 
4. 
5. 

Subtractions 
1. 
2. 
3. 
4. 
5. 



Usage 



Date of Optimum Program 

Change Sq* Ft. Capacity Capacity 



NEW TOTALS 



EKLC 



306 



Si hoi>l : 



.AcUii t. ions 



I. 
2. 
3. 
U. 
5. 



Changes in Space Utilization 



Usage 



Date of 
Change 



315 



Optimum Program 
Sq. Ft. Capacity Capacity 



S u i >l rue L 1 ons 
I. 
2. 
3. 



5. 



NEW TOTALS 



School 



Additions 



Usage 



Date of 
Cliange 



Optimum Program 
Sq. Ft. Capacity Capacity 



I. 
2. 
3. 
4. 
5. 



Subtractions 
1. 
2. 
3. 
4. 
5. 



NEW TOTALS 



307 



Slu-Klon 

General Class rc)om.s : 



\ 

i . 


1 7 7 f 
I / / u . 


z 0 


sq . 


i" f 
1 L . 


•) 


1 0 1 u 


c 1 

J 1. 


sq. 


r f- 


J . 




Oft 


sq . 


pf- 


/ 


Q on 


1 u 


s q . 




c 

J . 


1 nun 




sq. 


fl- 
ic. 


0 . 




Q 1 


sq. 


I L . 


■7 




/ J 


Sq . 


Cf- 


8 . 


biz. 


OV 


sq • 


Cf- 
I L . 


9 . 


"7 n/. 


Q/. 


Sq • 


I C . 


1 n 


7 9 u 




s q • 


f r 


1 I • 


707. 


45 


sq. 


Pr- 
I C . 




704. 


94 


s q . 


I L • 


i J • 


720. 


82 


s q . 


I L . 




702. 


11 


s q . 


I L . 


1 c 


731. 


19 


s q . 


I L . 


1 A 

io . 


704. 


94 


s q . 


f H 


I / . 


1339. 


40 


sq. 


JL L . 




598. 


66 


s q . 


Ti- 
ll. 


1 Q 


704.76 


s q . 


p|- 




707. 


70 


s q . 


P|- 




582. 


68 


s q . 


P|- 


ZZ . 


731. 


19 


sq . 


I L . 


23. 


697. 


25 


sq. 


ft. 


24. 


707. 


99 


sq . 


ft. 


25. 


715. 


85 


sq . 


ft. 


26. 


704. 


15 


sq. 


ft. 


27. 


728. 


67 


sq • 


ft. 


28. 


707. 


45 


sq. 


ft. 


29. 


702. 


11 


sq . 


ft. 


30. 


715. 


85 


sq . 


ft. 


31. 


1341. 


90 


sq . 


ft. 



OpLimuni Program 
I'.il'Hi i t V I'ai'.u- 1 I V 



30 25 

30 25 

24 24 

19 19 

30 25 

30 25 

30 25 

20 20 

23 23 

24 24 

23 23 

23 23 

24 24 

23 23 

24 24 

23 23 

30 ■. 25 

19 19 

23 23 

23 23 

19 19 

24 24 

23 23 

23 23 

23 23 

23 23 

24 24 

23 23 

23 23 

23 23 

30 25 
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Optimum Program 
Capacity Capacity 

She ldi>n (Continued ) 

32. 672.53 sq. ft 22 22 

33. 689. 50 sq. ft 22 22 

54. 700.14 sq. it 23 23 

35. 531.42 sq. ft: 17 17 

36. 575. 77 sq. ft 19 19 

37. 676. 17 sq. ft 22 22 

38. 697. 77 sq. ft 23 23 

39. 67b. 17 sq. ft 22 22 

Kducationa 1 Laboratories 

Language La bo ra Lo ry 

1. 681.47 sq. ft 20 20 

Home Economics 

1. 1278.34 sq. ft 20 20 

2. 827.45 sq. ft 20 20 

3. 610.95 sq. ft 20 20 

4. 1017.16 sq. ft 20 20 

Industrial Arts 

Automotive 

1. 1196.25 sq. ft 20 20 

Electricity, Electronics 

1. 653.93 sq. ft 20 20 

2. 576.28 sq. ft 19 19 

Drafting 

1. 1412.94 sq. ft 20 20 

Woodworking 

1. 557.92 sq. ft 18 1^. 

Student Rooms 

1. 711.26 sq. ft 23 23 

Sepcial Education Rooms 

Educable Mentally Retarded 

1. 913.99 sq. ft 30 15 

2. 957.90 sq. ft 30 15 

3. 948.95 sq. ft 30 15 
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Opt imum Program 
Capacity Capaci ty 



Shuldon (Continued ) 
Music 

1. 1906.61 sq. ft 30 25 

2. 2324.89 sq. ft 30 25 

Total A9,41Z-.79 sq. ft 1293 1203 



Changes in Space Utilization 



St iuiol : 



1. 
2. 
3. 
4. 
5. 

Su i )t ractions 
1 . 
2. 
3. 
4. 
5. 



Usage 



Date of 
Change 



Optimum Program 
Sq. Ft. Capacity Capacity 



NEW TOTALS 



310 



Changes in Space UtiLizaLion 



Si hoo I . 



Addi I ions 



Usage 



Date of 
Change 



Sq. Ft, 



Optimum Program 
Capacity Capacity 



1 - 
















1. 








u. 








s. 


+ - 






L ions 








1 








7. . 1 


„ 1 


A. 1 



NEW TOTALS 



Si hool : 



Adiii t ions 

1. 
2. 
3. 
6. 
5. 

Subtractions 
1. 
2. 
3. 
4. 
5. 



Usage 



Date of 
Change 



Sq. Ft. 



Optimum Program 
Capacity Capacity 



NEW TOTALS 
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320 



South Kugenu 

Ciineral Clav^s rooiius : 

1. lin'^. IH sq. t'L. (porCable). 

1. 836.25 sq. fit 

3. 815.30 sq. ft 

4. 1105.60 sq. ft 

5. 859.09 sq. It 

b. 874.12 sq. ft 

7. 1091.97 sq. ft 

8. 1052.19 sq. ft 



9. 


922.63 sq. 


ft. 


10. 


752.16 sq. 




11. 


813.47 sq. 


ft. 


12. 


815.30 sq. 


ft. 


13. 


813.47 sq. 




14. 


818.58 sq. 


ft. 


ID • 


H 1 8 SB sa . 


ft . 


16. 


809.42 sq. 


ft. 


17. 


858.96 sq. 


ft. 


18. 


805. 18 sq. 


ft. 


19. 


1201.58 sq. 


ft. 


20. 


791.57 sq. 




21. 


732.43 sq. 


ft". 


22. 


1468. 14 sq. 


ft. 


23. 


818.58 sq. 


ft. 


24. 


798. 17 sq. 


ft. 


25. 


816.75 sq. 




26. 


744.57 sq. 


ft. 


27. 


812.85 sq. 


ft. 


28. 


818.58 sq. 


ft. 


29. 


818.58 sq. 




30. 


816.75 sq. 




31. 


818.58 sq. 


ft. 



Optimum I'fogruin 
Capacity Capacity 



•30 25 

27 25 

27 25 

3U 25 

28 25 

29 25 

30 25 

30 25 

30 25 

25 25 

27 25 

27 25 

27 25 

27 25 

27 25 

, 26 25 

. 28 25 

. 26 ... 25 

. 30 25 

. 26 25 

. 24 24 

. 30 25 

. 27 25 

. 26 25 

. 27 25 

. 24 ..■ 24 

. 27 25 

. 27 ,25 

. 27 25 

27 25 

,. 27 25 
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ERIC 



321 



Optimum 
Capaci ty 



Program 
Capacity 



South Eugene 


(Continued 




32. 


818.58 


sq. 


ft. 


33, 


795. 66 


sq. 


ft. 


34. 


794. 29 


sq. 


ft. 


33. 


818.58 


sq. 


ft. 


36. 


835. 77 


sq. 


ft. 


37. 


761.10 


sq. 


ft. 


38. 


842.00 


sq. 


ft. 


39. 


1527. 12 


sq. 


ft. 


40. 


581.00 


sq. 


ft. 


41. 


756.00 


sq. 


ft. 


42. 


864.08 


sq. 


ft. 


43. 


638.66 


sq. 


ft. 



27 
26 
26 
27 
27 
25 
25 
30 
19 
25 
28 
21 



Home Economics 

1. 1137. 37 sq. ft 

2. 1008.58 sq. ft • 

Industrial Arts 

Metal Works 

1. 1036.97 sq. ft. 

Industrial Mechanics 

1. 593.61 sq. ft 

Woodworking, Construction 

1. 1746.70 sq. ft 

2. 1182.71 sq. ft 

Electrici ty , Electronics 

1. 1551.25 sq. ft 

Drafting, Mechanical Drawing 

1. 1197.34 sq. ft 

Automotive 

1. 1813.22 sq. ft 

Students Rooms 

1. 547.92 sq. ft 

2. 639.98 sq. ft 21 



20 
20 



20 

20 

20 
20 

20 

20 

20 

18 



25 
25 
25 
25 
25 
25 
25 
25 
19 
25 
25 
21 

20 
20 



20 

20 

20 
20 

20 

20 

20 

18 
21 
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Optimum Program 
Capaci ty Capacity 



South Eugene (Continued) 
Music 

1. 1531.83 sq. ft 30 25 

2. 2613. 19 sq. ft 30 . 25 

Total 54, 168.11 sq. ft 1435 1332 



Changes in Space Utilization 



Srhool : 






Date of 




Optimum 


Program 




Addi L ions 


Usage 


Change 


Sq. Ft. 


Capacity 


Capacity 




1. 






-f 








2. 






-h 


+ 






3. 














U. 






+ 


-f 






5. 








-f 






Subtractions 














1. 














2. 














3. 














A . 














5. 




























NEW TOTALS 
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Chaiuu^s in Space Utilisation 



St hool 



Add i L it)ns 

I . 
I. 
3. 
U. 
5. 

: > ttt *t rue t i ons 
I. 
1. 
3. 



llsa^e 



Date of 
Chan^^e 



Optimum Program 
Sq. Ft. Capacity Capacity 



Si hool : 



Add! t ions 

1 . 
2. 
3. 
U. 
5. 

Subtractions 
1. 
2. 
3. 
4. 
5. 



NEW TOTALS 



Usage 



Date of 
Change 



Sq. Ft. 



Optimum Program 
Capacity Capacity 



NEW TOTALS 



PART III 
Curren i Enrol imen 



Enrollment ligures arc- basc-tl on the l^>74-75 school year. The 
highest: total during the school year was selected as the base enrollment. 
Such a peak was reached on the period ending September 30, 1974, when a 
total of 21,223 was recorded as enrolled in 4J schools. For purposes of 
computation kindergar Lt-n children are counted as 1/2 a grade student. 
Those^^v. enro 1 led in the Opportunity Center are not included in the following 
totals; all other students are. 

ELEMENiARY SQIOOLS TOTAL ENROLLMENT 



1. 




306 


2. 




570 


J. 




OAT 


4. 




195 


5. 




247 


6. 




235 


7. 




257 


8. 




392 


Q 

10. 








196 


11. 




329 


12. 




226 


13. 




521 


14. 




133 


15. 




207 


16. 




339 


17. 




130 


18. 




426 


19, 






20. 




244 


21. 




438 


22. 




419 


23. 




462 


24. 




470 


25. 




249 



ELEMENTARY SCHOOLS (Continued) TOTAL ENROLLMENT 

26. Washington 433 

27. Westmoreland 403 

28. Whiteaker 234 

29. Willagillespie 315 

30. Willakenzie 336 

31. Willard 355 

Total 9,873 

JUNIOR HIGH SCHOOLS TOTAL ENROLLMENT 

1. Jefferson 677 

2. Kelly 784 

3. Kennedy 649 

4. Madison 833 

5. Monroe 549 

6. Roosevelt 831 

7. Spencer Butte 644 

8. Cal Young 703 

Total 5,670 

SENIOR HIC31 SCHOOLS TOTAL ENROLLMENT 

1. Action 55 

2. Churchill 1,122 

3. North Eugene 1,239 

4. South Eugene 1,289 

5. Sheldon 1,125 

Total 4,830 

ALL SCHOOLS 

Total 20,373 
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PART IV 
Summary 
Inter-School Comparisons 



ERIC 



SUMMARY COMPARISONS 

Let us briefly review the information we have compiled so far in 
this report. We have looked at the total amount of space we have in 
the District, noted how it is currently being used, what its capacity 
is for a variety of functions, and how many students are currently 
utilizing it. We are now in a position to summarize much of the 
preceding information and put it into meaningful order. 

Table 5 on the following page compares schools to each other on 
what percent their enrollment is of their Program Capacity . As you can 
see. Fox Hollow has the highest percentage (1077o) and Laurel Hill the 
lowest (537o). Also, Fox Hollow is 12 students over Program Capacity 
while Patterson is 156 students under Program Capacity, Bar Graphs I, 
II and III present the same information in visual form. The bar graphs 
rank the schools from those having the lowest percentage to those having 
the highest. 



raiw.k s: i)tkkf.rknck kktwkkw hnkollnn-lmf arjd program capacity, 
!M-:iu:knt knkoij.mkni is of program capacity by school 







f * 




Jiffercnce Bet- 


/J Knrollinent 




Ontiriiu-i 




Current 


ween J"ro£j, Cap, 


is of Program 


School 


' Cai^acity 


Cn^ri^ity 


■•Inrollmcnt 


and ?>irollnent 


Capacity 


Elementary 













Adans 


540 




450 


■50c. 


144 




Av/brey Tark 


713 




570 


55 


91>;' 


Bailey Hill 


/i6:; 




547 


5" 




Coburg 


252 




^'Jb 


50 


87:.' 


London 




51!; 


2A-J 


. r,3 


78?' 


Crest .-rive 


500 


250 


255 


15 


94?' 




477 


575 


257 


116 


('J.'- 


' "^d-sDwood 


557 


475 


392 


G5 


83% 


i<iisor. 


.528 


328 


180 


148 


55% 


v'ox iiollov; 


lo5 


104 


196 


-12 


107?o 


Gill:nr: 


590 


525 


529 


- 4 


101?^ 


. Hrvrris 


4S0 


556 


226 


150 


65?$ 


Howard 




'366 


521 


45 


92?^ 


Laiirel -lill 


300 


250 


153 


117 


5396 


Lincoln 


570 


511 .,. 


207 


104 




I icComac*: 


40^' 


■)44 


539 


5 


99?o 




15''- 


150 


130 


20 


87?j 


Keadov; Lark 


657 




426 


124 


7796 


' Parker 


497 


425 


279 


146 


00; 0 


; Patterson 


452 




244 


15C^ 


61-'. 


i ?.iver ^oad 




!;45 


45c 


105 


ei:'. 


I oanta Clara 


519 • 


4'>3 


419 


49 


90^3 


Silver Lea 






4". 2 


54 


93?i 


i Sprin^-: Creek 


510 


505 


470 


";5 


93?) 


'I^/in Oa>:s 


551 


500 


249 


51 


83"o 


'</ashin,;/ton 


coo 


41/' 7 I 


45.; 


':>/*. 


87/J 


'Jestmoreland 


475 


400 


405 


-5 


101% 


V/liiteaker 


y% 


515 


254 


79 


75>' 


'./illa^'lesoie 


A 


375 


515 


5C 


84';^ 


V/illalcenzie 


455 


41 < 


536 


no 


81? J 


V/illard 


501 


401 


355 


46 


89% 


Tntal 








0 iO< 





TARKK 



Ccim t i ntiod) 



l^chool 


Cpti::iur: 


■j 

'!r.:''tcity 


Current 
.Lnrollriont 


^iiference ]3et- 

'jeer. Vxor,^ Cap. 

£incl "Inrollr.cnt 



% l^nrollment 
is of Prograjn 
Capacity 


Jiinior iiiG^is 









■ 




Jeffercor. 


- -• 







l£l 


8I5I0 


Kelly 




795 


'm 


11 


99?'o 


Gill it? U. J 




j ^ 




- 64 


1115c 












111^0 


I .onroe 


572 


^ 




- 21 


104?^ 


lioosevclt 






351 




103^0 


Spencer r^utte 


751 








98^0 


Cal Youn^'j 


1% 


n50 


703 


- 53 


108^5 ] 
1 


Total 


6411 


5609 


5670 


- 61 


101% 


Senior Ilighs 












Action 


90 


75 










X.C. i L 




1122 






North Eugene 


1221 


1174 


1239 




106% 


Sheldon 


1295 


1205 


1125 


73 


94% 


South I^gene 


1435 


1352 


1289 


43 


97% 


Total 


5,510 


4,978 - 


4,830 


148 


97% 


All Schools 












Total 


25,720 


22,586 


20,373 


2,213 


90% 
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The next table. Table 6, presents the same data as found in the 
preceding tables, only this time It is broken down by region within the 
District. The final part of Table 6, is a summary CDmf.aring the regions 
directly to each other. As you can see, the South Eugene Region has the 
lowest percent (84%) enrollment of Program Capacity while the North Eugene 
Region has the highest (977c). On closer examination of the South Eugene 
Region, it appears that the low percentage can be primarily attributed to 
their elementary schools. Their enrollment on the average is 73% of their 
Program Capacity. 
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TABLE 6 : ENROLLMENT VS. PROGRAM CAPACm BY SCHOOL DISTRICT REGION 



Churchill Region 
School 


Op timuTii 
Capacity 


P r ograin 
Capacity 


Current 
Enrollment 


Difference Bet- 
ween Prog. Cap. 
and Enrollment 


7o Enrollment 
is of Program 
Capacity 

- 


Elementary 












1. Patterson 


452 


400 


244 


156 


61% . 


2. Adams 


540 


450 


306 


144 


68% 


3. Twin Oaks 


351 


300 


249 


51 


83% 


4. Magladry 


158 


150 


130 


20 


87% 


5. Bailey Hill 


468 


383 


347 


36 


91% 


o • v^jl CO L urxve 


J uu 






1 C 


94a 


7 . McCornack 


409 


344 


339 


5 


99% 


8» Westmoreland 


473 


400 


403 


-3 


101% 


Total 


3151 


2677 


2253 


424 


85% 


Junior Highs 












1. Jefferson 


978 


838 


677 


161 


81% 


2 • Kennedy 


689 


585 


649 


-64 


111% 


Total 


1667 


1423 


1326 


97 


93% 



i 



Senior High 












1. Churchill 


1271 


1194 


1122 


72 


94% 




All Schools 
Churchill Region 












Total 


6089 


5294 


4701 


593 


89% 



ERIC 



339 



TABLE 6 : ENROLLMENT VS. PROGRAM CM'ACl'n BY SCHOOL DISTOICT REGION 
(Continued) 











Difference Bet- 


lo hnroiiment 


North 


Op t imum 


Program 


Current 


ween Prog. Cap. 


is of Program 


Region 


Capacity 


Capacity 


Enrollment 


and Enrollment 


Capacity 














Elementary 












1. River Road 


638 


543 


438 


105 


817o 


2. Santa Clara 


519 


468 


419 


49 


907o 


3. Awbrey Park 


718 


625 


570 


55 


91% 


4. Howard 


668 


566 


521 


45 


92% 


5 . Si Iver Lea 


564 


496 


462 


34 


93% 


6. Spring Creek 


510 


505 


470 


35 


93% 


Total 


3617 


3203 


2880 


323 


90% 


Junior Highs 












1. Kelly 


909 


795 


784 


11 


99% 


2. Madison 


845 


748 


833 


-85 


111% 


Tofial 


1754 


1543 


1617 


-74 


105% 


Senior High 












1. North Eugene 


1221 


1174 


1239 


-65 


106% 



All Schools 

North 

Region 













Total 6592 5920 5736 184 97% 
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TABLE 6.: ENROLLMENT VS. PKOCRAM CAPACIl-Y HY SCHOOL DISTRICT REGION 
(Continued) 











uiiterence Dec- 


/o enrol luic n l 


She Id on 


Optimum 


Program 


Current 


ween Prog. Cap, 


is of Program 


Region 


Capacity 


Capacity 


Enrollment 


and Enrollment 


Capacity 














Elementary 












1. Meadow Lark 


637 


550 


426 


124 


11% 


2. Willakenzie 


495 


416 


336 


80 


817o 


3. willagillespie 




J / J 


J i -) 


fin 


847o 


4. Coburg 


252 


22 5 


195 


30 


87% 


5. Washington 


592 


497 


433 


64 


87% 


6, Gilham 


390 


325 


329 


- 4 


101% 


Total 


2812 


2388 


2034 


354 


85% 


Junior Highs 












1. Monroe 


572 


528 


549 


-21 


104% 


2. Cal Young 


756 


650 


703 


-53 


108% 


Total 


1328 


1178 


1252 


-74 


106% 


Senior High 












1. Sheldon 


1293 


1203 


1125 


78 


94% 



All Schools 
Sheldon Region 













Total 



5433 4769 4411 



358 



92% 



TABLE 6 : KNROI^IKHNT VS. PROCRAM CAl'ACI'n' BY SCHOOI. DISTOICT REGION 
(ContinuGd ) 



South 
Region 


Op I imuni 
Capacity 


Program 
Capaci ty 


Current 
Knrollment 


uirxGrence be- 
tween Prog. Cap. 
and Enrollment 


"/ Fr»-rril lirmnf" 
la ILnjL U 1 llucLlU 

is of Program 
Capacity 














Elementary 












1. Laurel Hill 


300 


250 


133 


117 


53% 


2. Edison 


328 


328 


180 


148 


55% 


3. Harris 


480 


3 56 


226 


130 


63% 


4. Parker 


497 


425 


279 


146 


66% 


5. Lincoln 


370 


311 


•207 


104 


67% 


6 . Dunn 


477 


373 


257 


116 


69% 


7. Whiteaker 


350 


313 


234 


79 


75% 






lis 


9A7 
1 


o o 


1 O to 


9 . Edgewood 


537 


475 


392 


83 


83% 


10. Willard 


501 


401 


355 


46 


89% 


11. Fox Hollow 


185 


184 


196 


-12 


107% 


Total 


4419 


3731 


2706 


1025 


73% 


Junior Highs 












1. Spencer Butte 


731 


660 


644 


16 


98% 


2. Roosevelt 


931 


805 


831 


-26 


103% 


Total 


1662 


1465 


1475 


-10 


101% 


Q^ni rt"*" W TO Tic 












1. Action 


90 


75 


55 


20 


73% 


2. South Eugene 


1415 


1332 


1289 




97% 


Total 


1525 


1407 


1344 


63 


96% 


All Schools 

South 

Region 












Total 


7606 


6603 


5525 


1078 


84% 
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TABLE 6 : ENROLLMENT VS. PROGRAM CAPACI'lT iiY SCHOOL DISTRICT REGION 
(Continued) 



Region 


Optimum 
Capacity 


Program 
Capacity 


Current 
Enrollment 


Difference Be- 
tween Prog, Cap. 
and Enrollment 


/o Jinro 1 imenu 
is of Program 
Capacity 


1. South 


7606 


6603 


5525 


1078 


84% 


2. Churchill 


6089 






J ✓ J 


\J y fa 


3. Sheldon 


5433 


4769 


4411 


358 


927o 


4, North 


6592 


5920 


5736 


184 


97% 


All Regions 

Total 25.720 


22,586 


20,373 


2,213 


90% 



Table 7 this time presents enrollment as a percentage of Optimum 
capacity instead of Program. As you will notice, the percentages are 
lower because the Optimum Capacity of each school is generally higher 
than its Program Capacity. The schools are ranked from the lowest 

percentage to the highest the lowest representing the most under -utilized 

and the highest, of course, the most utilized. They range from 447o to 
Fox Hollow's 1067o. 
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7 . CNKOI.I.MI-.NT V:;. orriMirM CAI'ACH-^' (from lowest CO hifihesc) 













U i r f erenco Be - 


7. F.nrollment 


1 




Op t imiim 


Proj;ram 


Carrent 


tween Optimum Cap. 


is of Optimum 






Capacitv 


C^apac itv 


Knrol Iment 


ami Knrol I meat 


Capac i ty 


I-' 1 cinr-ntary 












i • 


l.riuro 1 Hill 


300 


2*)0 


1 ■") *i 
1 i J 


io / 


AA7 


2 . 


Karris 


480 


356 


226 




A 77 


3. 


Dunn 


47/ 


373 


257 


o o n 
Z ZU 


SA7 


. 


Pa t Lc r.soii 


4'; 2 


400 




9 n>^ 
Z Uo 


547- 


S . 


! id i y*o\) 


TOO 

328 


TOO 


1 c; n 


1 Aft 


557« 




! . i I) ! ' I 




■) ) 1 

5 I I 


ZU / 


1 b3 


567o 


7 


1 1 1 r K < • I 


/♦M 7 


'•in 


1 /y 


218 


567o 




Adams 


f / M 


■ i ,)\ 1 


'U)6 


234 


577o 


M. 




> J*-* 


315 


247 


147 


637, 


H). 


M(*ailow I.ark 


ft 3 7 


530 


426 


211 


67% 


1 1 , 


Wh i toakcr 




313 


234 


I 16 


677 


12. 


Wil lakcnz le 


' c\ ^ 
^^J ) 


/. 1 A 

<4 io 


J J 1.1 


159 


687o 


13. 


River Road 


638 


')43 


438 


9nn 
zuu 






Twin Oaks 


3Sl 


300 


249 


102 


7i/c, 


15. 


UM 1 la^i llespic 


446 


375 


315 


131 


7l7o 


1(K 


Wi I lard 


^)01 


401 


355 


146 


71 /o 


17. 




')3/ 


475 


'I a 0 


1 A'^ 


737 


18. 


Wash in^ton 


592 


497 


/. 1 'X 




737o 


19. 


Bai lev Hi 1 1 


6 8 


383 




121 


747 


20. 


Cc^bur^ 


2'^2 


225 


TOR 




ITL 


21. 


Crest Drive 


300 




9 S 


65 




22. 


Howard 


(lb 8 


566 


9 1 
^Z I 


1 A7 


787o 


23. 


Awbrcy Park 


"7 1 U 

/ in 


0 cD 


570 


148 


797o 


24. 


Santa Clara 




/t A w 
t+ D O 


U 1 9 


100 


817o 


25. 


Magladry 


ICO 


1 t: 

i jCJ 


1 'XO 

1 jU 


28 


827o 


26. 


Silver Lea 


564 




A A9 
^4 O Z 


102 


827 


27. 


McCornack 


409 


344 


339 


70 


837o 


28. 


Ci lham 


390 


32 5 


329 


61 


847o 


29. 


Westmoreland 


473 


400 


403 


70 


857o 




Spring Creek 


510 


505 


470 


40 


927. 


|31. 


Fox Hollow 


185 


184 


196 


-11 


1067o 



Total 13.9.9 11,999 9,873 4,126 717. 
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i:NR(M.LM1:N r vs. optimum CAI'ACITY (from lowest CO highest) (Continued) 













Difference Be- 


% Enrollment 






Op t Lmmn 


rrot;ram 


Current 


tween Optimum Cap. 


is of Optimum 




Schoo I 


( iapac 1 r v 




ailment 


and Enrollment 


Capacity 


.)»ui ior Hiv;hs 












1 . 


Je t ferson 


978 


838 


hi : 


301 


697o 




1 I V 


909 


795 


784 


125 


867o 


i. 




7n 


660 


644 


87 


887o 




Roosevel t 


931 


805 


831 


100 


897o 




Cal Young 


7SC) 


650 


703 


53 


937o 


(). 


Kennetiv 


689 


385 


649 


40 


947o 


7. 


Monroe 


572 


528 


549 


23 


967o 


H. 


Nad Ison 


84 5 


748 


833 


12 


997. 




Total 


6411 


5609 


5670 


741 


88% 




Sonlor Htghs 








1 




I. 


Ac t ion 


90 


75 


55 


35 


617„ 


2 . 


Sheldon 


1293 


1203 


1 125 


168 


87% 


3. 


Churchil 1 




1 194 


1122 


149 


88X 


4. 


South Kngene 


1435 


1332 


1289 


146 


907, 


5. 


North Eugene 


1221 


1174 


1239 


-18 


101% 




Total 


5310 


4978 


4830 


480 


917, 


( ALl Schoolfl 













Total 25,720 22,586 20,373 5,3^'-7 79% 
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As valuable as Optimum and Program Capacity figures are in 
determining the existing utilization of buildings, they have a few draw- 
backs. First, neither capacity figure comp le te 1 y ascertains the amount 
of actual educational space available to school children. This is par- 
ticularly the case with large classrooms. Consider, for example, two 
general classrooms, one with a square footage of 938.25 and the other with 
1,743.05 sq . ft. Both rooms would be judged to have an Optimum Capacity 
of 30 and a Program Capacity of 25. The actual amenities and potentials 
of the two rooms are considerably different, however, due to their rather 
substantial size differences. Second, Optimum and Program capacities do 
not consider the amount of Ancillary Space which is available to students, 
especially Educational Ancillary Space. In a few instances it may even 
be the case that a school's enrollment is close to its Program Capacity 
because it has reduced its educational space by switching a number of 
classrooms to Ancillary Space. For example, classrooms may have been 
changed to Instructional Materials Centers, Audio-Visual Centers, storage, 
etc., and thus classified under Ancillary Space instead of Primary Educa- 
tional Space. It would be unfortunate if some schools are short on 
educational space due to their heavy allocations of space to Ancillary 
func t ions . 

It is therefore important to determine the actual amount of square 
footage available to students at each school and how that compares to District- 
wide averages for both Primary and Ancillary Space. It is also important to 
again compare schools to each other on this issue in order to see if there is 
an unequal allocation of space for students frtsm school to school and how 
serious the inequality is. 

The following strategy is devised for determining the above. First, 
we need to know the amounts of Ancillary Space and Primary Educational Space 
at each school. Table 8 lists this information. (Preceding the table is 

a review of the Room Usage Classification System employed throughout this 

document . ) 



334 



TABLE I: 
ROOM-USl- r:L\Sr)IFICATTOM SYSTEM 



ANCILLAPA' 


SPACE 


A. 


Maintenance Ancillary Space 




1. 


Boiler Rooms, Heatin?; Facilities 




2. 


Maintenance Offices 




3. 


Restroonis , Lavato?" ico 




4. 


H a 1 1 wa y , En t r y.; a y s 




5. 


Stairways, Stairwo] Is 


B. 


Support Ancillary Space 




1. 


Cafeteria (student's, faculty or multipurpose) 




2. 


Snackbar 




3. 


Kitchen and Food Prt-naration Areas 




4. 


Storage and Supply (all) 




5 , 


Ti^l'Ct Offices 




6. 


Dressing, Rooms (for inciatre. Choral , etc . ) 




7. 


Locker Rooms and Shover Spaces 




8. 


Administrative Ofiirft.s (all) 






(includes Coun?olJ ine and Guidance sp^.cc equal 






to or less than 209 sq. ft. in size) 




9. 


Faculty work rooms. Faculty planning spaces 




10. 


Faculty Lounges 




11. 


Health Rooms and Nurses Offices 


C. 


Educational Ancillary Space 




1. 


Gyp.nasium and Athletic Rooms (all, nnd bleachers) 




2. 


Auditorium and Baicrney 




3. 


Theatre 




4. 


Instructional Materials Center 




5. 


Stage 




6. 


Library, check-out counter 




/ * 


Audio-Vir.ual Center. Broadcasting, Proj ection Booth 




8. 


Studenr Offices 






(includes school, score, student government. 






student yearbook, dark rcons, student paper etc.) 




9. 


Counselling and Giiicl:ince C(?.ntcrs 




10. 


Student Lount^,e 




11. 


Use Unknown Ancillary Space 




12. 


Swall Prima Educr^tional Space 






(educational space 500 sq. ft. or less) 
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TABLE 1: ROOM-USE CLASSIFICATION SYSTEM (continued) 



PRIMARY EDUCATIOMAL SPACE 


1. 


General Classroom 


2. 


Educational Laboratories 
Reading; 
Language 
Science 
Other 


3. 


Lecture Rooms 


4. 


Home Economcs 


5. 


Industrial Arts 
Automotive 
Metal Works 
Industrial Mechanics 
Woodworking, Cons true ti on 
Electricity, Electronics 
Drafting, Mechanical Drawing 
Forestry 


6. 


Student Rooms 

Play Rooms Student Work Rooms 
Ouiet Rooms Reading Rooms 
Activity Rooms Listening Rooms 
Study Rooms • Large-Group Rooms 


7. 


Special Education Rooms 

Deaf Trainable Mentally 
EiDouiuiially Handicapped Retarded 
Educable Mentally Retarded Speech Tlierapy 
Children's Hospital 


8. 


Music, Ensemble, InF.truments , etc. 


9. 


Other Classroom 
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TABLE 8: TOTAL ANCLLURY AND PRIMARY KDUCATIONAL SPACE BY SCHOOL 



School 


ANCILLARY SPACE 


(in sq. ft.) 




PRIMARY EDUCA- 

TTOMAT ^PAPF 


TO TAT 

(sq. ft.) 


1 Id 1.11 LclldllCc 


O 1.1 p UJ. l_ 


Educational 


Total 


(in sq. ft.) 


Elementary 














Adams 


O y 3 / Z • 


A 79 7 OR 


6,010.03 


19,305.45 


17,400.53 


36,705.98 


Awbrey Park 


0,07 / • / J 


Q OA? 1 


6,975.82 


24,740.70 


23,049.55 


47,790.25 


Bailey Hill 


'\ n^Q Q9 


A 706 S6 

Hj f \J\J m J\J 


5,470.88 


13,247.36 


15,523.09 


28,770.45 


Coburg 




7 n7A Sfl 


6,696.68 


13,476.22 


7,733.26 


21,209.48 


Condon 




L SftQ ft7 


9,925.10 


23,548.66 


13,157.96 


36,706.62 


Crest Drive 


Z y JjZ. • 03 


DyZOUaOU 


5,067.15 


13,686.80 


10,525.72 


24,212.52 


Dunn 


^ y\J f J m LO 


7 ^7*^ 1 7 

/ y*^ 1 D • L O 


6,506.67 


18,056.98 


15,084.07 


33,141.05 


Edge wood 


D yD Li. • J L 


A 7«Q QQ 


6,023.^2 


16,325.72 


16,340.49 


32,666.21 


Edison 


7 O ^ 1 


A QQn 1 Q 
»+ y yy\j •1-7 


7,846.96 


20,359.46 


10,391.54 


30,751.00 


Fox Hollow 


7 

J y • I o 


6 nQl 1 


8,622.72 


18,223.61 


5,731.96 


23,955.57 


Gilham 




9 90 OL 

\J y £.\J m \J'-r 


5,772.94 


14,791.94 


16,193.40 


30,985.34 


Harris 




S 0S9 l'\ 


5,256.50 


18,665.76 


15,293.77 


33,959.53 


Howard 


Q C\^/i 7"^ 


L 991 Q9 


5,548.15 


18,824.42 


21,191.69 


40,016.11 


Laurel Hill 


A A 7 7 


c R09 A9 
3y3UZ .HZ 


5,823.61 


15,871-36 


9,718.12 


25,589.48 


Lincoln 


in 1 Q 7 Al 


S Olfi 7fl 


9,851.10 


25,061.09 


11,806.65 


36,867.74 


McCornack 


C Q/, O Q 7 


C O O Q A 1 


8,302.31 


19,374.69 


14,251.67 


33,626.36 


Magladry 




9 OQA AQ 


4,361.33 


9,058.66 


4,852.28 


13,910.94 


Meadow Lark 


Q ^ /. 1 7 Q 


A HQA Ql 


5,559.32 


20,298.01 


20,537.63 


40,835,64 


Parker 


^ /. 7 ^ on 


A A ft A Q 


6,257.93 


17,302.62 


16,439.54 


33,742.16 


Patterson 


/ , M-DJ . iz 


A Q 1 A ft 


4,972.73 


17,352.70 


13,785.41 


31,138.11 


River Road 


Q /. Q Q 0 Q 


c CC7 or» 
D yDD f • jU 


7,371.51 


22,428.10 


20,104.87 


42,532.97 


Santa Clara 


/. /. 7 7 HQ 


A 77n Al 


8,019.04 


18,782.54 


15,877.84 


34,660.38 


Silver Lea 


7 OAfl A7 


A OOA Ql 


7,637.98 


20,911.32 


17,489.95 


38,401.27 


Spring Creek 


7 /. Q rt 0 /. 
J 9 'fyU • ZM- 


C 1 Q 7 1 A 


5,197.64 


13,885.02. 


15,639.33 


29,524.35 


Twin Oaks 


6 561 84 


5,452.04 


6,103.10 


18,116.98 


10,736.69 


28,853.67 


Washington 


10,696.83 


4,813.87 


5,486.03 


20,996.73 


18,802.82 


39,799.55 


Westmoreland 


5,677.93 


4,318.21 


5,164.78 


15,160.92 


. 14,903.36 


30,064.28 


Whiteaker 


5,424.70 


4,397.51 


7,502.41 


17,324.62 


10,788.22 


28,112.84 


Willagillespie 


7,260.83 


6,335.30 


6,304.60 


19,900.73 


14,076.23 


33,976.96 


Willakenzie 


6,981.55 


5,008.40 


5,651.03 


17,640.98 


15,492.01 


33,132.99 


Willard 


8,530.29 


5,540.78 


9,370.86 


23,441.93 


15,603.65 


39,045.58 



TOTAL 



197,871.80 163,629.95 204,660.33 566,162.08 448,523.30 1,014,685.38 
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TAIiLK 8: lOTM. ANCILIJVRY AND PRIMARY KDIJCATIONAL SPACE BY SCHOOL 



(Continued) 





ANCILLARY SPACE 


m sq . It.; 




PRIMARY EDUCA- 

T'THMAT CDAPT7 


TOTAL 
(sq. ft.) 


School 


Maintenance 


Support 


Educational 


Total 


(in sq. ft.) 




Junior Highs 














Je f ferson 


21,083.70 


10,594.96 


21,896.09 


53,574.75 


34,195.77 




87,770.52 


Kelly 


19,715,27 


12,731.92 


15,633.84 


48,081.03 


31,626.19 




79,707.22 


Kennedy 


3,532.30 


16,847.79 


17,291.80 


37,671.89 


25,374.02 




63,045.91 


Madison 


9,964.72 


13,408.77 


18,916.23 


42,289.72 


31,224.24 




73,513.96 


Monroe 


10,381.63 


19,752.21 


19,431.77 


49,565.61 


22,073.70 




71,639.31 


Rooseve I t 


16,749.14 


15,362.48 


21,879.41 


53,991.03 


33,689.40 




87,680.43 


Spencer Butte 


18,644.26 


9,684.55 


16 ,319.89 


44,648.70 


25,512.24 




70,160.94 


Cal Young 


17,702.62 


11,020.64 


IT c n o c /. 
i / , jUz . j4 


46 , 225 . 80 


28,014.91 




74,240.71 


Total 


117,773.64 109,403.32 


148,871.57 


376,048.53 


231,710.47 


607,759.00 


Senior Highs 














Action 


1,891.39 


613.70 


1,146.81 


3,651.90 


2,992.04 




6,643.94 


Churchill 


36,752.77 


38,420.06 


48,548.93 


123,721.76 


58,986.10 


182,707.86 


North Eugene 


33,905.04 


23,283.22 


38,909.15 


96,097.41 


47,528.10 


143,625.51 


Sheldon 


46,347.14 


41,554.60 


47,632.10 


135,533.84 


49,412.79 


184,946.63 


South Eugene 


64,967.22 


43,428.50 


64,708.64 


173,104.36 


54,168.11 


227,272.47 



Total 183,863.56 147,300.08 200,945.63 532,109.27 213,087.14 745,196.41 



All Schools 















Total 499,509.00 420,333.35 554,477.53 1,474,319.88 893,320.91 2,367,640.79 
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With che informaLlon supplied in Table 8 i L is now possible to look 
directly at how much space in a school is used for Ancillary functions 
in reference to its Primary Educational Space. This can be computed by 
taking proportions or ratios of Ancillary Space to Primary Educational 
Space. T.^ble 9 shows the ratio of Ancillary to Primary for each school. 
Fox Hollow has a ratio of 3.18 which means that for each square foot of 
of Primary Educational Space there are 3.18 square feet of Ancillary Space. 
This is considerably higher than the average for elementary schools - 1.26. 
The lowest ratio is registered at Bailey Hill where for 1 sq. ft. of Primary 
Educational Space they have only .85 sq. ft. of Ancillary Space. 

What makes Table 9 particularly valuable, however, is the column 
listing what percent enrollment is of Program Capacity at each school. 
This allows one to get a feeling for whether a school with a high percentage, 
and that is to say, a school which approaches or surpasses its Program 
Capacity, has the high percentage due to unusual allocations of space to 
Ancillary functions. 

In general, schools with high ratios (above the average of 1.26) and 
high percentages (above the average of 82% at the elementary level) should 
examine ways in which Ancillary Space might be reassigned as Educational 
Space so as to bring both the ratio and percentage down. Contrawise, 
schools with below average ratios and percentages might look for ways to 
change some Educational Space to Ancillary functions. 

The following elementary schools are above the averages in both 
ratio and percentage: 



1. Fox Hollow 5. Willard 

2. Magladry 6. Willagillespio 

3. Coburg 7. McCornack 

4. Twin Oaks 

The following schools are below average for both ratio and percentage: 

1. Harris 5. Adams 

2. Dunn 6. Parker 

3. Willakenzie 7. Meadow Lark 

4. River Road 
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TABLE 9: RATIO OF ANCILLARY SPACE TO PRIMARY EDUCATION SPACE BY SCHOOL: 
(Ranked from highest to lowest) 







- 




Ratio of Ancillary Space 


Z Enrollment 


Elementary 


to Primary educational 


is of Program 


School 


(Ancillary/Pri-iar;- Ji'duc.) 


Capacity 


1. Fox Hollow 


18,223.61, _ „ T„ 
' 5,731.96 ^ 


107% 


2. Lincoln 


25,061.09, 2 12 
'11,806.65 


677o 


3 . Mag ladry 


9,058.66 ^ 
' 4,852.28 


877o 


4. Edison 


20,359.66 _ 

'10,391.54 ^'^ 


557o 


5. Condon 


23,548.66 _ 

'13,157.96 • 


787„ 


6. Coburg 


13,476.22. ^ 

' 7,733.26 ''^ 


877o 


7. Twin Oaks 


18,116.98. _ 

'10,736.69 ^' 


837o 


8. Laurel Hill 


15,871.36, „ 
' 9,718.12 ^'^^ 


53% 


9. White aker 


17,324.62 ^ 
'10,788.22 


75% 


10. Willard 


23,441.93 ^ 

'15,603.65 ^'^^ 


89% 


11. Willagillespie 


19,900.73 ^ 

'14,076.23 ^'^ 


84% 


12. McCornack 


19,374.69. _ 

/l4,251.67 - ^-^^ 


99% 


13. Crest Drive 


13,686.80, T 

'10,525.72 ^•"^ 


94% 


14. Patterson 


17,352.70 ^ 

'13,785.41 • 


61% 


15. Harris 


18,665.76, 

'15,293.77 


63% 
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TABLE 9 : RATIO OF ANCILLAKY SPACE TO PRIMARY EDUCATION SPACE BY SCHOOL: 
(Continued) 





Ratio of Ancillary Space 


Z Enrollment 


Elementary 


to Primary Educational 


is of Program 


School 


(Ancillary/Primary Educ.) 


Capacity 


16 . Dunn 


18,056.98, _ 

'15,084.07 " 


69% 


17. Silver Lea 


20,911.32 ^ 

'17,489.95 " 


93% 


18. Santa Clara 


18,782.54, _ , .„ 
'15,877.84 • 


90% 


19. Willakenzie 


17,640.98 ^ 
'15,492.01 


81% 


20. River Road 


22,428.10. 

'20,104.87 


81% 


21. Washington 


20,996.73 ^ 

'18,802.82 • 


87% 


22. Adams 


19,305.45, _ 
'17,400.53 


68% 


23. Awbrey Park 


24,740.70 

'23,049.55 • ' 


91% 


24. Parker 


17,302.62 ^ 

'16,439.54 • 


66% 


25. Westmoreland 


15,160.92 ^ 

'14,903.36 ^-""^ 


101% 


26. Edgewood 


16,325.72 

'16,340.49 • 


83% 


27. Meadow Lark 


20,298.01 _ 
'20,537.63 


77% 


28. Gilham 


14,791.94, _ 

'16,193.40 '^^ 


101% 


29. Spring Creek 


13,885.02. _ 
'15,639.33 


93% 


30. Howard 


18,824.42. _ 

'21,191.69 • 


92% 


31. Bailey Hill 

1 


13,247.36. _ 
'15,523.09 


91% 



TOTAT 300, J.t)Z.»U , = 1 26 

TOTAL / 448,523.30 
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TABLE 9 : RATIO OF ANCILLARY SPACE TO PRIMARY EDUCATIONAL SPACE BY SCHOOL: 
(Ranked from highest to lowest) (continued) 



Jr. High 
School 


Ratio of Ancillary Space 
to Primary Educational 
(Ancillary /Primary Educ.) 


% Enrollment 
is of Program 
Capacity 


1- 


Monroe 


49,565.61^ 


= 2 24 
22,073.70 • 


104% 


2. 


Spencer Butte 


44,648.70^ 


25,512.24 " ^'^^ 


98% 


3. 


Cal Young 


46,225.80^ 


28,014.91 " ^'^^ 


108% 


4. 


Roosevelt 


53,991.03^ 


33,689.40 " ^'^^ 


J.UJ /o 


5. 


Jefferson 


53,574.75^ 


34,195.77 " ^'^^ 


817o 


6. 


Kelly 


48,081.03^ 


= 1 52 

31.626.19 


997o 


7. 


Kennedy 


37,671.89^ 


25,374.02 " ^'^^ 


111% 


8. 


Madison 


42,289.72^ 


= 1 35 

31,224.24 


111% 



TOTAL 



376,048.53 



^231,710.47 ^'^^ 



101% 
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TABLE 9 : RATIO OF ANCILLARY SPACE TO PRIMARY EDUCATIONAL SPACE BY SCHOOL: 
(Ranked from highest to lowest) (continued) 



Senior High 
School 


Ratio of Ancillary Space 
to Primary Educational 
(Ancillary /Primary Educ.) 


% Enrollment 
is of Program 
Capacity 


1. South Eugene 


173,104.36. 

' 54,168.11 


3. 


19 


98% 


2. Sheldon 


135,533.84, 

' 49,412.79 


2. 


74 


947o 


3. Churchill 


123,721.76, 

' 58,986.10 


2. 


10 


94% 


4. North Eugene 


96,097.41, 

' 47,528.10 


2. 


02 


106% 


5 . Action High 


3,651.90, 

' 2,992.04 


1. 


22 


73% 


TOTAL 


532,109.27, 

'213,087.14 


2. 


50 


97% 


Another way 


of examining Ancillary Space 


at each school and 



comparing it to Primary Educational involves space "norms" or averages 
for each school based on their enrollment. To compute these, however, 
we first need to know how much space in square feet there is for each 
student in the District as a whole. This can be calculated by dividing 
the amount of total space available by the total number of students 
served by the space. Table 10 computes these averages. 
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TABLE 10: AMOUNT OF ANCILLARY AND EDUCATIONAL SPACE PER STUDENT DISTRICT WIDE 





AiiU)iint of 
opacu in 
sq. ft. 


Ni). (>r 

o LUucnc b 
Served 


Space per student 
in sc]* ft. 


Elementary Schools 








Ancillary Space 








Maintenance 


197,871.80. .. 


9,873 


20.0417 sq. ft. /student 


Support 


163,629.95 


9,873 


16.5735 sq. ft. /student 


Educational 


204,660.33 


9,873 


20.7292 sq. ft. /student 


Total Ancillary 


566,162.08 


9,873 


57.3444 sq. ft. /student 


Primary Educational 
Space 


448,523.30 


9,873 


45.3685 sq. ft. /student 


TOTAL 
^ 


1 014 685 38 


7 , o / o 


iu^ . / L^y sq. rc/BL-uaenc 


Junior High Schools 








Ancillary Space 








MalTitenance 

Support 

Educational 


117,773.64 
109,403.32 
148,871.57 


5,670 
5,670 
5,670 


20.7714 sq. ft. /student 
19.2951 sq. ft. /student 
26.2560 sq. ft. /student 


Total Ancillary 

Primary Educational 
Space 


376,048.53 
231,710.47 


5,670 
5,670 


66.3225 sq. ft. /student 
40.8660 sq. ft/student 


TOTAL 


607,759.00 


5,670 


107.1885 sq. ft. /student 



ERIC 
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TABLE ID : AMOUNT OF ANCILLARY AND EDUCATIONAL SPACE PER STUDENT DISTRICT WIDE 
(Continued) 





Amount of 
Space in 
sq. ft. 


No. of 

Students 

Served 


Space per student 
in sq. ft. 


Senior High Schools 








Ancillary Space 
Maintenance 
Support 
Educational 


183,863.56 
147,300.08 
200,945.63 


4,830 
4,830 
4,830 


38.0670 sq. ft. /student 
30.4969 sq. ft. /student 
41.6037 sq. ft. /student 


Total Ancillary 

Primary Educational 
Space 


532,109.27 
213,087.14 


4,830 
4,830 


110.1676 sq. ft. /student 
44.1174 sq. ft. /student 


TOTAL 745,196.41 4,830 154.2850 sq. ft. /student 


All Schools 








Ancillary Space 
Maintenance 
Support 
Educational 


499,509.00 
420,333.35 
554,477.53 


20,373 
20,373 
20,373 


24.5182 sq. ft. /student 
20.6319 sq. ft. /student 
27.2163 sq. ft. /student 


Total Ancillary 

Primary Educational 
Space 


1,474,319.88 
893,320.91 


20,373 
20,373 


72.3664 sq. ft. /student 
43.8188 sq. ft. /student 



TOTAL ALL SCHOOLS 2,367,640.79 20,373 116.1852 sq. ft. /student 



We are now in a position to make some interesting computations. For 
example, we know there is an average of 45.6026 sq. ft. of Primary 
Educational Space for each elementary student in the entire District. 
Now if we examine a hypothetical elementary school with an enrollment of, 
let us say, 100 then we can say that the school should have (100 x 45.6026 
sq. ft.) or 4560.26 sq. ft. of Primary Educational Space if^ it is to 
meet the District Norm for elementary schools. If our hypothetical school 
had an enrollment of 200 then it should have Primary Educational Space 
equalling (200 x 45.6026 sq, ft.) or 9,120.52 sq. ft. if it is to match 
the District Norm. 

The District Norm for each school and each space usage within each 
school is determined by multiplying its enrollment by the District wide 
average for each student. A few more examples are as follows: 

a) There is in the District an average of 66.3225 sq. ft. of 
Ancillary Space for each Junior High student. Junior High "A" has an 
enrollment of 1,000 students. The District Norm for Ancillary Space in 
Junior High "A" is therefore (1,000 x 66.3225 sq. ft.) or 66,322.50 sq. ft. 

b) In Senior High schools there is an average of 38.0670 sq. ft. of 
Maintenance Ancillary Space for each senior high student. Senior High 
"X" has an enrollment of 1,500 students. It's District Norm for Mainten- 
ance Ancillary Space is (1,500 x 38.0670 sq. ft.) or 57,100.50 sq. ft. 

We can now compute each schools* District Norm for Ancillary Space 
and Primary Educational Space. We can compare these Norms to the actual 
or currently existing amount of space which exists in each school. This 
will allow us -to determine if a school is over or under the District Norm 
for each type of usage, and if so, then by how much. 

The great advantage in using District Norms for comparing schools is 
that they take into consideration the differing enrollments between schools. 
For example, it would be unfair to claim that one school has more room for 
students than another school simply because it has more square feet. The 
school in reality may be serving three times as many students and actually 
have less room per student than the other school. 

Tablell, then, lists three main items: first, it states each school's 
District Norm for Ancillary Space and Primary Educational Space; second, 
the table presents how much space is actually allocated to the two functions 
now; and third, the difference between the District Norm and the actual 
space is calculated. 



TAUKK 11: DLSl'IUCr NOKMS , ACfUAI. SPACK AND DTFFHRKNCI- BY SCHOOL 



ELEMENTARY 
School 


(a) 
District 
Average 
Per Stud, 
(sq. ft.) 


(b) 
Enroll- 

tnenC 


(c) 
District 

Norm 
(a) X (b) 


(d) 
Actual 
Space 
(sq, ft.) 


Difference Actual 
Space is From 
District Norm 


Under 


Over 


ADAMS 














Ancillary Space 
nam ce nance 
Support 
Educational 


16.5735 
20.7292 


■J 

306 
306 


5,071.49 
6,343,14 


4,723.08 
6,010.03 


348.41 
333.11 


2,439.58 


Total Ancillary 

Primary Educ- 
ational Space 


57.3444 
45,3685 


306 
306 


17,547.39 
13,882.76 


19,305.45 
17,400.53 




1,758.06 
3,517.77 


Total All Space 


102.7129 


306 


31,430.15 


36,705.98 




5,275.83 




AWBREY PARK 














Ancillary Space 
Maintenance 
Support 
Educational 


20.0417 
16.5735 
20.7292 


570 
570 
570 


11,423.77 
9,446.90 
11,815.64 


8,697.73 
9,067.15 
6,975.82 


2,726.04 
379.75 
4,839.82 




Total Ancillary 

Primary Educ- 
ational Space 


57.3444 
45.3685 


570 
570 


32,686.31 
25,860.04 


24,740.70 
23,049.55 


7,945.61 
2,810.49 




Total All Space 


102.7129 


570 


58,546.35 


47,790.25 


10,756.10 






BAILEY HILL 














Ancillary Space 
Maintenance 
Support 
Educational 


20.0417 
16.5735 
20.7292 


347 
347 
347 


6,954.47 
5,751.00 
7,193.03 


3,069.92 
4,706.56 
5,470.88 


3,884.55 
1,044.44 
1,722.15 




Total Ancillary 

Primary Educ- 
ational Space 


57.3444 
45.3685 


347 
347 


19, 898.51 
15,742.87 


13,247.36 
15,523.09 


6,651.15 
219.78 




Total All Space 


102.7129 


347 


35,641.38 


28,770.45 


6,870.93 
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TAP.U' LI: nismuvr mokms, actual spack and differknce by school 

(' com inucd) 



r 

KLKMl'NTARV 
S c 1 u u > I 


(a) 
OisiricL 
Average 
I'er Si ud. 
(sq. ft.) 


(h) 
Knroll- 
ment 


(c) 
District 

Norm 
(a) X (b) 


(d) 
Actual 
Space 
(sq. ft.) 


Difference Actual 
Space is From 
District Norm 




Under 


Over 


COBIIRC 














Ancillary Space 
Maintenance 
Support 
Educational 


16.5735 
20.7292 


195 
195 


3 908 13 
3,231.83 
4,042.19 


3 744 96 
3,034.58 
6,696.68 


163.17 
197.25 


2,654.49 


Total Ancillary 

Primary Ed\jc- 
at ional Space 


57.3444 
45.3685 


195 
195 


11,182.16 
8,846.86 


13,476.22 
7,733.26 


1,113.60 


2,294.06 


Total All Space 


102.7129 


195 


20,029.02 


21,209.48 




1, 180.46 








CONDON 














Ancillary Space 
na 1 n c en an t. u 
Suppor t 
Educational 


20.0417 
16.5735 
20.7292 


247 
247 
247 


4,950.30 
4,093.65 
5,120.11 


9,033.73 
4,589.83 
9,925.10 




4,083.43 
496.18 
4,804.99 


Total Ancillary 

Primary Educ- 
ational Space 


57.3444 
45.3685 


247 
247 


14,164.07 
11,206.02 


23,548,66 
13,157.96 




9,384.59 
1,951.94 


Total All Space 


102.712':.' 


247 


25,370.09 


36,706.62 




11,336.53 






CREST DRIVE 














Ancillary Space 
Maintenance 
Suppor t 
Educa'^.ional 


20.0417 
16.5735 
20.7292 


235 
235 
235 


4,709.30 
3,894.77 
4,871.36 


2,332.85 
6,236.80 
5,067.15 


2,376.,..95 


2,392.03 
195.79 


Total Ancillary 

Primary Educ- 
ational Space 


57.3444 
45.3685 


235 
235 


13,475.93 
10,661.60 


13,686.80 
10,525.72 


135.88 


210.87 


Total All Space 


102.7129 


235 


24,137.53 


24,212.52 




74.99 
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IAKi.K 11: DLSrUlCr NORMS, ACTUAL Sl'ACK AND DIFmHNCE BY SCHOOL 
(continued) 



ELKMliNTARY 
S cluHi 1 


(a) 
I) i t: r i c t 
Average 
Per St:ud. 
(.sq . It.; 


(b) 
Enroll- 
ment 


(c) 
District 

Norm 
(a) X (b) 


(d) 
Actual 
Space 
(sq. ft.) 


Difference Actual 
Space is From 
District Norm 


Under 


Over 
















Ancillary Space 
Ma i nlcuancc 
Support 
F.ducat ional 


20.0417 
16.5735 
20.7292 


257 
257 
257 


5,150.72 
4,259.39 
5,327.40 


4,075.18 
7,475.13 
6,506.67 


1,075.54 


3,215.74 
1,179.27 


Total Anc Lllary 

rr iniary Kduc- 
at ionnl Space 


57.3444 
45.3685 


257 
257 


14,737.51 
11,659.70 


18,056.98 
15,084.07 




3 319 47 
3,424.37 


Tot.nl All Space 


102.7129 


257 


26,397.21 


33,141.05, 




6,743.84 






EDGEWOOD 














Anci 1 lary Space 
Ma i ntienance 
Supper t" 
Kducat:lonal 


20.0417 
16.5735 
20.7292 


392 
392 
392 


7,856.35 
6,496.81 
8,125.84 


5,512.31 
4,789.99 
6,023,42 


2,344.04 
1,706.82 
2,102.42 




Total Ancillary 

Primary I'dtic- 
ntional Space 


57.3444 
45.3685 


392 
392 


22,479.00 
17,784.45 


16,325.72 
16.340.49 


6,153.28 
1,443.96 




Total All Space 


102.7129 


392 


40,263.45 


32,666.21 


7,597.24 








EDISON 














Ancillary Space 
Maintenance 
Support 
Kducational 


20.0417 
16.5735 
20.7292 


180 
180 
180 


3,607.51 
2,983.23 
3,731.26 


7,846.96 
4,990.19 
7,522.31 




4,239.45 
2.006.96 
3,791.05 


Total Ancillary 

I'riinary Educ- 
ational Space 


57.3444 

AC O ^ Q c: 


180 
180 


10,321.99 
8,166.33 


20,359.46 
10,391.54 




10,037.47 
2,225.21 


Total All Space 


102.7129 


180 


18,488.32 


30,751.00 




12,262.68 
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11 : lUSIKlCr NORMS, AC I'UAL Sl'ACF. AND DIFFERENCE 15Y SCHOOL 
(continued) 



ELEMENTARY 
Sc'luK) 1 


(a) 
District 
Average 
I'er Stud. 


(b) 
Enroll- 
ment 


(c) 
District 

Norm 
(a) X (b) 


(d) 
Actual 
Space 
(sq. ft.) 


Difference Actual 
Space is From 
District Norm 


(sq , It.) 








Under 


Over 


FOX HOLLOW 














Ancillary Space 
Ma i n tcnunce 
Suppor t 
Ediicat i onal 


20.0417 
16.5735 
20.7292 


196 
196 
196 


3,928.17 
3,248.41 
4,062.92 


3,509.76 
6,091.13 
8,622.72 


418. 11 


2,842.72 
4,559.80 


Total Ancillary 


57.3444 


196 


11,239.50 


18,223.61 




D , y O^t .11 


Primary Educ- 
ational Space 


45.3685 


196 


8,892.23 


5,7.31.96 


3,160.27 




T<5tal All Space 


102.7129 


196 


20,131.73 


23,355.57 




3 823.84 








GILHAM 














Ancillary Space 
Maintenance 
Siippor t 
Kducat lonal 


20.0417 
16.5735 
20. 7292 


329 
329 
329 


6,593.72 
5,452.68 
6,819.91 


2,798.96 
6,220.04 
5,772.94 


3,794.76 
1,046.97 


767.36 


Total Ancillary 


57.3444 


329 


18,866.31 


14,791.94 


4,074.37 




rrlmary Educ- 
ational Space 


45.3685 


329 


14,926.24 


16.193.40 




1,267.18 


Total All Space 


102.7129 


329 


33,792.54 


30,985.34 


2,807.20 








1L\RRIS 














Ancillary Space 
Maintenance 
Support 
Educational 


20.0417 
16.5735 
20.7292 


226 
226 
226 


4,529.42 
3,745.61 
4,684.80 


8,356.53 
5,052.73 
5,256.50 




3,827.11 
1,307.13 
571.70 


Total Ancillary 


57.3444 


226 


12,959.83 


18,665.76 




5,704.93 


Primary Educ- 
ational Space 


45.3685 


226 


10,253.28 


15,293.77 




5,040.49 


Total All Space 


102.7129 


226 


23,213.12 


33,959.53 




10. 746.41 



ERIC 



362 



lAIU.K 11 



DISIKICT mmS, ACTUAL Sl'ACK AND DIFFKRENCE BY SCHOOL 
(continued) 



i:i.i:MKrn-ARY 


(a) 
District 
Average 
Per Stud, 
(sq. ft.) 


(b) 
Enroll- 
ment 


(c) 
District 

Norm 
(a) X (b) 


(d) 
Actual 
Space 
(sq. ft.) 


Difference Actual 
Space is From 
District Norm 






Under 


Over 


HOWAJ^D 














Ancillary Space 
Mal^itcnancc 

OUpj'l'I- L 

Educat ional 


20.0417 
16.5735 
20.7292 


521 
521 
521 


10,441.73 
8,634.79 
10,799.91 


9,054.35 
4,221.92 
5,548.15 


1,387.3J 
4,412.8y 
5,251.76 




Total Anc i llary 


57.3444 


521 


29,876.43 


18,824.42 


11,052.01 




Primary Kduc- 
at ional Space 


45.3685 


521 


23,636.99 


21.191.69 


9 A A q Q f 




Total AH Space 


102. 7129 


521 


CO c T 0 AO 


iiTi 016 11 


13,497.31 




LAin<I£L HILL 














Ancillary Space 
Ma Lntenance 
Support 
Kducat Ional 


20.0417 

10 • -) / 

20.7292 


133 
133 


2,665.55 
2 204 28 
2,756.98 


4,545.33 
5,502.42 
5,823.61 




1,879.78 
3,298.14 
3,066.63 


Total Ancillary 


57.344A 


133 


7,626.81 


15,871.36 




8,244.55 


Primary educ- 
ational Space 


45.3685 


133 


6,034.01 


9,718.12 




3 684 11 


Total All Space 


102.7129 


133 


13,660.82 


25,589.48 




11,928.66 










LINCOLN 














Ancillary Space 
Maintenance 
Support 

LQUCaLiUlia L 


20.0417 
16.5735 
20.7292 


207 
207 
207 


4,148.63 
3,430.71 
4,290.94 


10,193.61 
5,016.38 
9,851.10 




6,044.98 
1,585.67 
5,560.16 


Total Ancillary 


57.3444 


207 


11,870.29 


25,061.09 




13,190.80 


Primary Educ- 
ational Space 


45.3685 


207 


9,391.28 


11,806,65 




2,415.37 


Total All Space 


102.7129 


207 


21,261.57 


36,867.74 




15,606.17 



ERIC 



351 



iAIU.r 11 : n IS FRK I NCKMS, ACniAI. SI'ACK AND DI FKK RKNCK BY SCHOOL 
(cone imic J ) 



l-LKMKNTARY 


(a ) 
District 
Average 
Per Stud, 
(sq. ft.) 


(b) 
Knro li- 
me nt 


(c) 
DLs tr ic t 

Norm 
(a) X (b) 


(d) 
Ac tual 
Space 
(sq. ft.) 


Difference Actual 
Space is From 
District Norm 


Under 


Over 


MCCORNACK 














Ancillary Space 
Mai ntcnance 
Support 
KducaL i onal 


20.0417 
16.5735 
20.7292 


339 
339 
339 


6,794.14 
5,618.42 
7,027.20 


5,842.97 
5,229.41 
8,302.31 


951.17 
389.01 


1,275.11 


Total Anci llary 

Primary Kduc- 
ational Space 


57.3444 
45.3685 


339 
339 


19,439.75 
15,379.92 


19,374.69 
14,251.67 


65.06 
1,128.25 




Total All Space 


102.7129 


339 


34,819.67 


33,626.36 


1,193.31 






MAGLADRY 














Ancillary Space 
Mai ntenance 
Suppor t 
Educational 


20.0417 
16.5735 
20.7292 


130 
130 
130 


2,605.42 
2,154.56 
2,694.80 


2,600.84 
2,096.49 
4,361.33 


4.58 
58.07 


1,666.53 


Total Ancillary 

Primary Educ- 
ational Space 


57.3444 
45.3685 


130 
130 


. 7,454.77 
5,897.91 


9,058.66 
4,852.28 


1,045.63 


1,603.89 


Total All Space 


102.7129 


130 


13,352.68 


13,910.94 




558.26 




MEADOW LARK 














Ancillary Space 
Maintenance 
Support 
Educational 


20.0417 
16.5735 
20.7292 


426 
426 
426 


8,537.76 
7,060.31 
8,830.64 


8,641.78 
6,096.91 
5,559.32 


963.40 
3,271.32 


104.02 


Total Ancillary 

Priniary Educ- 
ational Space 


57.3444 
45.3685 


426 
426 


24,428.71 
19,326.98 


20,298.01 
20,537.63 


4,130.70 


1,210.65 


Total All Space 


102.7129 

J 


426 

t ' 


43,755.70 


40,835.64 


2,920.05 





ERIC 



364 



TAlUr II: niSnUCT N(MliMS, ACTUAL SPACK AND DIFFERENCE BY SCHOOL 
(continued) 



kli:mkntary 



(a) . 
DisLricL 
Average 
Per Stud, 
(sq. ft.) 



(b) 
Enroll- 
ment 



(c) 
District 

Norm 
(a) X (b) 



(d) 
Actual 
Space 
(sq. ft.) 



Difference Actual 
Space is From 
District Norm 



Under 



Over 



EKLC 



PARKER 



Ancillary Space 
Maintenance 
Support 
Educnt ional 



Total Ancillary 

Primary Kduc- 
ational Space 



Total All Space 



20.0417 
16.5735 
20. 7292 



57.3444 



45.3685 



102.7129 



279 
279 
279 



279 



279 



279 



5,591.63 
4,624.01 
5,783.45 



15,999.09 
12,657.81 



28,656.90 



6,476.20 
4,568.49 
6,257.93 



17,302.62 
16,439.54 



33,742.16 



55.52 



884.57 
474.48 



1,303.53 
3,781.73 



5,085.26 



PATTERSON 














Ancillary Space 
Maintenance 
Support 
Educational 


20.0417 
16.5735 
20.7292 


244 
244 
244 


4,890.19 
4,043.93 
5,057.92 


7,465.12 
4,914.85 
4,972.73 


85.19 


2,574.93 
870.92 


Total Ancillary 


57.3444 


244 


13,992.03 


17,352.70 




3,360.66 


Primary Educ- 
ational Space 


45.3685 


244 


11,069.91 


13,785.41 




2,715.50 


Total All Space 


102.7129 


244 


25,061.95 


31,138.11 




6,076.16 








RIVER ROAD 














Ancillary Space 
Maintenance 
Support 
Educational 


20.0417 
16.5735 
20.7292 


438 
438 
438 


8,778.26 
7,259.19 
9,079.39 


9,499.29 
5,557.30 
7,371.51 


1,701.89 
1,707.88 


721.03 


Total Ancillary 


57.3444 


438 


25,116.85 


22,428.10 


2,688.75 




Primary Educ- 
ational Space 


45.3685 


438 


19,871.40 


20,104.87 




233.47 


Total All Space 


102.7129 


438 


44,988.25 


42,532.97 


2,455.28 





353 



365 



II. i,isrKu:i :;('i<Hs. Ai;riiAL si'ACi' and difference iw school 



( cnncinuod) 



KLi-MKNTAKY 
S ri 1" »i ► 1 


(a) 
I) i (. r Lc t 
AvL'rage 
Per Stud, 
(sq. ft.) 


(10 
l-nrolL- 
nienC 


(c) 
DisCT icC 

Norm 
(a) X (b) 


(d) . 
Actual 
Space 
(sq. ft,) 


Difference Actual 
Space is From 
District Norm 




Under 


Over 


SANIA CLAllA 














Ancillary Space 
Maintenance 
Support 
Educ aL ional 


20.0417 
16.5735 
20,7292 


419 
419 
419 


8,397.47 
6 ,944.30 
8,685.53 


4,433.09 
6,330.41 
8,019.04 


3,964.38 
613.89 
666,49 




Total Ancillary 

Primary Kduc- 
at ional Space 


57,3444 
45.3685 


419 
419 


24,027.30 
19,009.40 


18,782.54 
15,877,84 


5,244,76 
3,131.56 




Total ALL Space 


102.7129 


419 


43,036.71 


34,660,38 


8,376.33 










SILVER LEA 














Anci llary Space 
Maintenance 
Suppor t 
Educational 


20.0417 
16.5735 
20,7292 


462 
462 
462 


9,259. , / 
7,656.'/'. 
9,576.89 


^ 7,268.43 
, 6,004.91 
7,637.98 


1,990.84 
1,652,05 
1,938.91 




Total Ancillary 

I'rlmary Educ- 
ational Space 


57.3444 

45.368' 


462 
462 


26,493.11 
20,960.25 


20,911.32 
17,489.95 


5,581.79 
3,470.30 




Total All Space 


102.7129 


462 


47,453.36 


38,401.27 


9,052.09 








SPRING CREEK 














Ancillary Space 
Maintenance 
Support 
Educational 


20,0417 
16,5735 
20.7292 


470 
470 
470 


9,419.60 
7,789.55 
9,742.72 


3,490.24 
5,197.14 
5,197,64 


5,929.36 
2,592.41 
4,545.08 




Total Ancillary 

Primary Educ- 
ational Space 


57,3444 
45,3685 


470 
470 


26,951.87 
21,323.20 


13,885.02 
15,639.33 


13,066.85 
5,683.87 




Total All Space 


102.7129 


470 


48,275.06 


29,524,35 


18,750.71 






354 



11:' OLSTKICT NORMS, ACTUAL Sl'ACH AND DIFFERENCE BY SCHOOL 



(continued) 



ELEMENTARY 
Schot» I 


(a) 
District 
Average 
Per Stud, 
(sq. ft.) 


(b) 
Enroll- 
ment 


(c) 
District 

Norm 
(a) X (b) 


(d) 
Actual 
Space 
(sq. ft.) 


Difference Actual 
Space is From 
District Norm 






Under 


Over 


WIN OAKS 

Ancliiary r)pace 
Maintenance 
Support 
Fr^^lpA^ i onal 


20.0417 
16.5735 
20.7292 


249 
249 
249 


4,990.38 
4,126.80 
5,161.57 


6,561.84 
5,452.04 
6,103.10 




1,571.46 
1,325.24 
941.53 


Total Anci llary 


57.3444 


249 


14,278.76. 


18,116.98 




3,838.22 


rrimary Educ- 
ational Space 


45.3685 


249 


11,296.76 


10,736.69 


560.07 




lotai Ail opace 


in? 7l?Q 


249 


25,575.51 


28,853.67 




3,278.16 


WASHINGTON 

Mnc xiiairy opci^i- 

Maintenance 

O 11 pp UL L 

Educational 


20.0417 
16.5V35 
20.7292 


433 
433 
433 


8,678.06 
7,176.33 
8,975.74 


10,696.83 
4,813.87 
5,486.03 


2,362.46 
3,489.71 


2,018.77 


Total Ancillary 


57.3444 


433 


24,830.13 


20,996.73 


3,833.40 




Primary i:duc- 
ational Space 


45.3685 


433 


19,644.56 


18,802.82 


841.74 




Total All Space 


102.7129 


433 


44,474.69 


39,799.55 


4,675.14 










WESTMORELAND 














Ancillary Space 
Maintenance 
Support 
Educational 


20.0417 
16.5735 
20.7292 


403 
403 
403 


8,076.81 
6,679.12 
8,353.87 


5,677.93 
4,318.21 
5,164.78 


2,398.88 
2,360.91 
3,189.09 




Total Ancillary 


57.3444 


403 


23,109.79 


15,160.92 


7,948.87 




Primary Educ- 
ational Space 


45.3685 


403 


18,283.51 


14,903.36 


3,380.15 




Total All Space 


102.7129 


403 


41,393.30 


30,064.28 


11,329.02 





367 



11; UlSrKH'.T NHKMS, ACl'llAI, Sl'ACK AND DI 1- FK RF.NCR liY SCHOOL 
(continued) 



i:i.i;Mi-NTARY 


(.0 
DiHir Let 
Average 
I'cT Stud. 


(b) 
Knroll- 
me n t 


(c) 
District 

Norm 
(.1) X (b) 


(d) 
Actual 
Space 
(sq. ft.) 


Difference Actual 
Space is From 
District Norm 


:'• 1, 111 >■ 1 1 


(sq. ft.) 








Under 


Over 


WHTTKAJsKR 














Ancillary Space 
Mn i 11 1 e nance 
Siippor t 
{•kliicat i ona I 


20.0417 
16.5735 
20.7292 


234 
234 
234 


4,689.76 
3,878.20 
4,850.63 


5,424.70 
4,397. 51 
7,502.41 




734.94 
519.31 
2,651.78 


I'otal Anc i llary 


57.3444 


234 


13,418.59 


17,324.62 




3,906.03 


I'riniary Kduc- 
.11 Lona L Space 


45.3685 


234 


10,616.23 


10,788.22 




171.99 


r.)tal All Space 


102.7129 


234 


24.034.82 


28,112.84 




4,078.02 






wr.Lij\(;TLUi:spiE 














Anc i 1 lary Space 
Ma i n ten anc c 
Suijpor t 
Kducatlonal 


20.0417 
16.5735 
20.7292 


315 
315 
315 


6,313.14 
5,220.65 
6,529.70 


7,260.83 
6,335.30 
6,304.60 


225.10 


947.69 
1,114.65 


Total Ancillary 


57.3444 


315 


18,063.49 


19,900.73 




1 Q Q "7 0 /. 
J.,OJ 


I'rlmarv f'.duc- 
ational Space 


45.3685 


315 


14,291.08 


14,076.23 


214.85 




Total All Space 


102.7129 


315 


32,354.56 


33,976.96 




1,622.40 






WILLAKENZIE 














Ancillary Space 
Maintenance 
Suppor t 
Educational 


20.0417 
16.5735 
20.7292 


336 
336 
336 


6,734.01 
5,568.70 
6,965.01 


6,981.55 
5,008.40 
5,651.03 


560.30 
1,313.98 


247.54 


Total Ancillary 


57.3444 


336 


19,267.72 


17,640.98 


1,626.74 




I'rimary Educ- 
ational Space 


45.3685 


336 


15,243.82 


15,492.01 




248.19 


Total All Space 


102.7129 


336 


34,511.53 


33,132.99 


1,378.54 





ERIC 



lAHI.K 11 : lUSTRiCT NORMS, ACTUAL SPACE AND DIFFERENCE BY SCHOOL 
(continued) 



ELE^r^NTARY 
School 


(a) 
District 
Average 
Per Stud, 
(sq. ft.) 


■(b) 

Enroll- 
ment 


(c) 
District 

Norm 
(a) X (b) 


(d) 
Actual 
Space 
(sq. ft.) 


Difference Actual 
Space is From 
District Norm 


Under 


Over 












WILLARD 














Ancillary Space 
Maintenance 
Support 
Educational 


20.0417 
16.5735 
20.7292 


355 
355 
355 


7,114.80 
5,883.59 
7,358.87 


8,530.29 
5,540.78 
9,370.86 


342.81 


1,415.49 
2,011.99 


Total Ancillary 

Primary Educ- 
ational Space 


57.3444 
45.3685 


355 
355 


20,357.26 
16,105.82 


23,441.93 
15,603.65 


502.17 


3,084.67 


Total All Space 


102.7129 


355 


36,463.08 


39,045.58 




2,582.50 



369 



11: i)ibrKu:r ndkms. si'Acf. and ni fff.rf.nck by school- 



( con t iniied) 



JUNIOR HTGH 


(a) 
District: 
Average 
I'cr Stud, 
(sq. it.) 


(b) 
Knrull- 
menU 


(c) 
District 

Norm 
(a) X (b) 


(d) 
Actual 
Space 
(sq. ft.) 


Difference Actual 
Space is From 
District Norm 


S i llOU 1 






Under 


Over 



JCFFKRSON 



Ancillary Spaoc 
Mnl nt enance 
Support 
Fducationa I 



Total Anci llary 

I'fininry i;di.ic- 
alionnl Siiacc 



20.7714 
19.2951 
26.2560 



66.3225 
40.8660 



Total All Space 



107. 1885 



677 
677 
677 



677 



677 



677 



14,062.24 
13,062.78 
17,775.31 



44,900.33 
27,666.28 



72,566.61 



21,083.70 
10,594.96 
21,896.09 



53,574.75 
34,195.77 



87,770.52 



2,467.82 



7,021.46 
4,120.78 



8,674.42 
6,529.49 



15,203.91 



KKLLY 














Anclllarv Space 
Maintenance 
Support 
Kducat ional 


20. 
19. 
26. 


7714 
2951 
2560 


784 
784 
784 


16,284.78 
15,127.36 
20,584.70 


19,715.27 
12,731.92 
15,633.84 


2,395.44 
4,950.86 


3,430.49 


Total Ancillary 


66. 


3225 


784 


51,996.84 


48,081.03 


3,915.81 




I'rlr.ary Fdnc- 
ational Space 


40. 


8660 


784 


32,038.94 


31,626.19 


412.75 




Total All Space 


107. 


1885 


784 


84,035.78 


79,707.22 


4,328.56 





KENNEDY 




Ancillary Space 
Maintenance 
Support 
Educational 



Total Ancillary 

Iwiry Educ- 
1 Space 



20.7714 
19.2951 
26.2560 



66.3225 



40.8660 



107.1885 



649 
649 
649 



649 



649 



649 



13,480.64 
12,522.52 
17.040.14 



43,043.30 
26,522.03 



69,565.33 



3,5.??,. no 
16, 8^ ^ "-f 
17,^-^^.80 



37,671.89 
25,374.02 



63,045.91 



9,948.34 



5,371.41 
1,148.01 



6,519.42 



4,325.27 
251.66 



358 




11: DlsrulCl NORMS. ACTUAL Sl'ACK AND DIFFERENCE BY SCHOOL 
(continued) 



JUNIOR HIGH 


(a) 
District 
Average 
Per Stud, 
(sq. ft.) 


(b) 
Enroll- 
ment 


(c) 
District 

Norm 
(a) X (b) 


(d) 
Actual 
Space 
(sq. ft.) 


Difference Actual 
Space is From 
District Norm 


SciiDi) I 






Under 


Over 


MADISON 














Ancillary Sv'>ace 
Maintenance 
Support 
Educational 


20.7714 
19.2951 
26.2560 


833 
833 
833 


17,302.58 
16,072.82 
21,871.25 


9,964.72 
13,408.77 
18,916.23 


7,337.86 
2,664.05 
2,955.02 




lotal Ancillary 


66.3225 


833 


55,246.65 


42,289. 72 


12,956.93 




Primary Educ- 
ational Space 


40.8660 


833 


34,041.38 


31,224.24 


2,817.14 




Total All Space 


iU / . ioo J 




89 288 03 


73,513.96 


15,774.07 




MONROE 














Ancillary opace 
Maintenance 
Support 

CQUCclLxUIlcl 1 


20.7714 
19. 2951 
26.2560 


549 
549 
549 


11,403.50 
10,593.01 
14,414.54 


10,381.63 
19,752.21 
19,431.77 


1,021.87 


9,159.20 
5,017.23 


Total Ancillary 


66.3225 


549 


36,411.05 


49,565.61 




13,154.56 


Primary Educ- 
ational Space 


40.8660 


549 


22,435.43 


22,073.70 


361.73 




Total All Space 


107.1885 


549 


58,846.48 


71,639.31 




12,792.83 










ROOSEVELT 














Ancillary Space 
Maintenance 
Support 
Educational 


20.7714 
19.2951 
26.2560 


831 
831 
831 


17,261.03 
16,034.23 
21,818.74 


16,749.14 
15,362.48 
21,879.41 


511.89 
671.75 


60.67 


Total Ancillary 


66.3225 


831 


55,114.00 


53,991.03 


1,122.97 




Primary Educ- 
ational Space 


40.8660 


831 


33,959.65 


33,689.40 


270.25 




Total All Space 


107.1885 


831 


89,073.65 


87,680.43 


1,393.22 





359 



371 



,.M»IK DISI'KICT NOKMS, ACTUAL Sl'ACK AND OIFFF.RKNCI' UY SCHOOL 

(cont inued) 



JIFNIOR HIGH 

f) l Iuh* 1 


(a) 
District 
Average 

Ppr Stud 
(sq. ft.) 


(b) 
Enroll- 
ment 


(c) 
District 

Norm 
(a) X (b) 


(d) 
Actual 
Space 
(sq. ft.) 


Difference Actual 
Space is From 
District Norm 


Under 


Over 


SPENCER BU'ITE 














Ancillary Space 
Maintenance 
Support 
RdiicaL ional 


20.7714 
19.2951 
26.2560 


644 
644 
644 


13,376.78 
12,426.05 
16,908.86 


18,644.26 
9,684.55 
16,319.89 


2,741.50 
588.97 


5,267.48 


Total Ancillary 

Primary Kduc- 
ai ional Space 


66.3225 
40.8660 


644 
644 


42,711.69 
26,317.70 


44,648.70 
25,512.24 


805.46 


1,937.01 


Total All Space 


107.1885 


644 


69,029.39 


70,160.94 




1,131.55 




CAL YOUNG 














Anci llary Space 
Mai nt enance 
Support 
Educa tional 


20.7714 
19.2951 
26.2560 


703 
703 
703 


14,602.29 
13,564.46 
18,457.97 


17,702.62 
11,020.64 
17,502.54 


2,543.82 
955.43 


3,100.33 


Total Ancillary 

Primary Educ- 
ational Space 


66.3225 
40.8660 


703 
703 


46,624.72 
28,728.80 


46,225.80 
20,014.91 


398.92 
713.89 




Total All Space 


107.1885 


703 


75,353.52 


74,240.71 


1,112.81 
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DLS rU LC r N^KMS, AC TUAL SPACF. AND DIFFERKNCE BY SCHOOL 



SENIOR HIGH 
Scl'i^** 1 


(a) 
District 
Average 
Per Stud, 
(sq. ft.) 


(b) 
Enroll- 
ment 


(c) 
District 

Norm 
(a) X (b) 


(d) 
Actual 
Space 
(sq. t;.) 


Difference Actual 
Space is From 
District Norm 


Under 


Over 


ACTION 














Maintenance 
Suppor t 
Educational 


38.0670 
41.6037 


55 
55 


2,093.69 
1 677 33 
2,288.20 


1,891.39 
613. 70 
1,146.81 


202.30 
1,063.63 
1,141.39 




Total Ancillary 

Primary Educ- 
ational Space 


110.1676 
44.1174 


55 
55 


6,059.22 
2,426.46 


3,651.90 
2,992.04 


2,407.32 


565.58 


Total AH Space 


154.2850 


55 


8,485.68 


6,643.94 


1,841.74 






aiURQIILL 














Ancillary Space 
Maintenance 
Support 
Fducat lonal 


38.0670 
30.4969 
41.6037 


1,122 
1,122 
1,122 


42,711.18 
34,217.52 
46,679.35 


36,752.77 
38,420.06 
48,548.93 


5,958.41 


4,202.54 
1,869.58 


Total Ancillary 

Primary Educ- 
ational Space 


110.1676 
44.1174 


1,122 
1,122 


123,608.05 
49,499.72 


123,721.76 
58,986.10 




113.71 
9,486.38 


Total All Space 


154.2850 


1,122 


173,107.77 


182,707.86 




9,600.09 




NORTH EUGENE 














Ancillary Space 
Maintenance 
Support 
Educational 


38.0670 
30.4969 
41.6037 


1,239 
1,239 
1,239 


47,165.01 
37,785.66 
51,546.99 


33,905.04 
23,283.22 
38,909.15 


13,259.97 
14,502.44 
12,637.84 




Total Ancillary 

Primary Educ- 
ational Space 


110.1676 
44.1174 


1,239 
1,239 


136,497.66 
54,661.46 


96,097.41 
47,528.10 


40,400.25 
7,133.36 




Total All Space 


154.2850 


1,239 


191,159.12 


143,625.51 


47,533.61 
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11 l.lSiKiCT NORMS, ACTUAL SHACl' AMD DI FFKRKNCI- M SCHOOL 
(cent i nucd) 



SI' NT OR iVlCl 


(a) 
Di.i tf Let 
Ave I" age 
I'cr Stud, 
(sq. ft.) 


(b) 
Etvoll- 
n Lint 




(c) 
District 

Norm 
(a) X (b) 


(d) 
Actual 
Space 
(sq. ft.) 


Difference Actual 
Space is From 
District Norm 




Under 


Over 


SilKLDON 














Ancillary Space 
Maintenance 
^ 1 1 r5 D o r 
Educational 


38.0670 
30.4969 
41.6037 


1,125 
1,125 
1,125 


42,825-38 
34,309.01 
46,804.16 


46,347.14 
41,554.60 
47,632.10 




3,521.76 
7,245.59 
827.94 


Total Ancillary 

Pritnary Kduc- 
ntional Space 


110.1676 
44.1174 


1,125 
1,125 


123,938.55 
49,632.08 


135,533.84 
49,412.79 


219.29 


11,595.29 


Total AH Space 


154.2850 


1,125 


173,570.63 


184,946.63 




11,376.00 






















Anci llarv Si) ace 
Mai iiConance 
Support 
Educat lonal 


38.0670 
30.4969 
41.6037 


1,289 
1,289 
1,289 


49,068.36 
39,310.51 
53,627.17 


64,967.22 
43,428.50 
64,708.64 




15,898.86 
4,117.99 
11,081.47 


Total Ancillary 

Trimary Educ- 
ational Space 


110.1676 
44.1174 


1,289 
1,289 


142,006.04 
56,867.33 


173,104.36 
54,168.11 


2,699.22 


31,098.32 


Total All Space 


154.2850 


1,289 


198,873.37 


227,272.47 




28,399.10 
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Table 12 draws directly from the preceding information. It describes 
the total amount of floor space that would have to be added or subtracted 
from each school to equalize facility space for each student throughout 
the District. For example, Lincoln Elementary is 15,606.17 sq. ft. over 
!:he District Norm. This means that the 15,606.17 sq. ft. would have to 
be transferred to other schools below the norm. Spring Creek is 18,750.71 
sq. ft. below the District Norm which means that they would have to gain 
that much to equalize space for each student. 
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'L'ABLE 12: SCHOOLS liY AMOUNT OVF.K OK UNDF.K TilK DISTRICT NORMS IN TOTAL SQ. 
(Ranked From MosL Over to Most Under) 



SCHOOLS 




To t a 1 
From 


Difference in Sq 
D is t:r i c I Norm 


Ft. 


OVKR 


UNDER 


K lemen tary 






1 . 


Li nco In 


4- 


13,606 


, 17 








I . 


Ed i son 




12 ,262 


.69 








3 . 


Laiirol Hill 




1 1 , 928 


. 66 








4, 


Condoo 




11,336 


. 53 








5 ^ 


Harr is 




10, 746 


.41 








6 . 


Dunn 




6 , 743 


.84 








7. 


Pat terson 




6,076 


. 16 








8. 


Adams 




5,275 


83 








9 . 


Parker 




5,085 


26 








10. 


Wh i teaker 




4,078 


02 








11. 


Fox Hollow 




3,823. 


84 








12 . 


Twin Oaks 




3,278. 


16 








13. 


Willard 




2,582 . 


50 








14. 


Willagillespie 




1,622. 


40 








15. 


Coburg 




1,180. 


46 








16. 


Magladry 




558. 


26 








17. 


Crest Drive 




74. 


99 








18. 


McCornack 












1,193.31 


19. 


Wi llakenzie 












1,378.54 


20. 


River Road 












2,455.28 


21. 


Gi lham 












2,807.20 


22. 


Meadow Lark ' 












2,920.05 


23. 


Washington 












4,675.14 


24. 


Bailey Hill 












6,870.93 


25. 


Edgewood 












7,597.24 


26. 


Santa Clara 












8,376.33 
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TABLE 12: SCHOOLS BY AMOLINT OVHK OR UNDER THE DISTOICT NORMS IN TOTAL SQ. FT. 
(Ranked From Most Over to Most Under) 



SCHOOLS 


Total Difference in Sq. Ft. 
From District Norm 


OVER 


UNDER 


Elementary (Continued) 






27. Silver Lea 

28. Awbrey Park 

29. Westmoreland 

30. Howard 

31. Spring Creek 




- 9,052.09 

- 10,756.10 

- 11,329.02 

- 13,497.31 

- 18,750.71 


TOTAL-^^ + ^^n, 660. 17 - 101,659.25 


Junior Highs 






1. Jefferson 

2. Monroe 

3. Spencer Butte 

4. Cal Young 

5. Roosevelt 

6. Kelly 
. 7. K 

8. Madison 


15,203.91 
+ 12,792.83 
-f 1,131.55 


- 1,112.81 

- 1,393.22 

- 4,328.56 

- 6,519.42 

- 15,774.07 



TOTAL* + 29,128.29 - 29,128.08 



•'^The column totals are not equal due to rounding error. 
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TABLE 12: SCHOOLS BY AMOUNT OVER OR UNDER THE DISTOIGT NORMS IN TOTAL SQ. 
(Ranked From Most Over Lo Mos L Under) 



SCHOOLS 


'J'otal Difference in Sq. Ft. 
From District Norm 


OVER 


UNDER 


Senior Highs 






hr- • ^ 

1. South Eugene 

2. Sheldon 

3. Churchill 

4. Action 

5. North Eugene 


+ 28,399.10 
+ 11,376.00 
+ 9,600.09 


- 1,841.74 

- 47,533.61 



TOTAL^^ + 49,375.19 - 49,375.35 



" The difference between the two column totals is due to rounding error. 
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Table 13 reprosonts another, and Lhis time more precise, attempt to 
draw out of the data those schools which are long on Ancillary Space and 
short on Primary Educational Space. The table lists those schools which 
are under the Districl Norm on Primary Education Space and over ihe Norm 
on Ancillary Space. The schools are ranked from ^he most under the Norm 
on Primary Educational Space to the least under. Again, only elementary 
schools are examined. 



TABLE 13; SCHOOLS UNDER THE DISTRICT NORM ON PRIMARY EDUCATIONAL SPACE 
AND OVER THE DISTRICT NORM ON ANCILLARY SPACE 



SCHOOL 


Amount Under the Distr. 
Norm in Primary Educ- 
ation Space (sq. ft.) 


Amount Over the Distr 
Norm in Ancillary 
Space (sq. ft. ) 


Elementary 






1. Fox Hollow 


3,160.27 


6,984.11 


2 . Coburg 


1,113.60 


2,294.06 


3. Magladry 


1,045.63 


1,603.89 


4. Twin Oaks 


560.07 


3,838.22 


5. Willard 


502.17 


3,084.67 


6. Willagillespie 


214.85 


1,837.24 


7. Crest Drive 


135.88 


74.94 
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Anoiiier way t)f equalizing space for each stiideut throughout the 
District is to, of course, transfer students. In other words, existing 
facilities would remain as they are but student populations would be 
shifted to afford each student tlie same facilities. 

The next table. Table 14, examines how many students would be 
involved in such a movement. The tnble does not compute all the space 
at each building. It examines only exis t ing Primary Educational Space 
at each school ''therefore, over or under allotments of space to Ancillary 
functions is not taken into consideration). 

In the table, the amount of space at each school over or under the 
District Norm for Primary Educational Space is divided by the District wide 
space average for each student. The resulting figure is the number of 
students who would have to be transfered. For example. Laurel Hill is 
3,684.11 sq. ft. over the District Norm for Primary Educational Space. 
There is an average of 45.3685 sq. ft. of space per student District wide 
at the elementary level. Therefore Laurel Hill would have to gain 81 stud- 
ents (3,684.11 / 45.4685 = 81) if District wide space is to be equalized. 
Awbrey Park is 2,810.49 sq. ft. under the District Norm. They would" have 
to lose 61 students (2,810.49 / 45.4685 = 61) to equalize space. 
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TABLE 14: AMOUNT OF PKIMAKV EDUCATIONAL SPACE OVER OR UNDER THE DISTRICT 
NORM BY SCHOOL - (Ranked from tho most over to the most under) 
AND THE NUMBER OF STUDENTS WHICH NEED TO BE TOANSFERRED TO 
EQUALIZE SPACE. 



1 

SCHOOLS 


Difference of 
Primary Educalional 
Space From District 
Norm 


Number of Needed Stud. 
Transfers to Equalize 
Educational Space 


OVER 


UNDER 


IN 


OUT 


Elementary 










1 . 


Har r is 


J , U^U 


A Q 




4- 


108 




9 


Par ker 


1 "7 Q 1 






4- 


83 






Ltaurei niii 




. i i 




4- 


81 




4. 


Adams 


3,517 


11 




4- 


77 




c 


Dunn 


3,424 


21 




4- 


75 




D . 


Pat terson 


2,715 


50 




4- 


59 




7 . 


Lincoln 


1 ,415 


37 




4- 


53 




8. 


Edison 


2,225 


21 




4- 


49 




9. 


Condon 


1,951. 


94 




4- 


43 




10. 


Gilham 


1,267. 


18 




4- 


27 




11. 


Meadow Lark 


1,210. 


65 




4- 


26 




12. 


Willakenzie 


248. 


19 




4- 


5 




13. 


River Road 


233. 


47 




4- 


5 




14, 


Whi teaker 


171. 


99 




4- 


3 




15. 


Crest Drive 






135.88 






3 


16. 


Willagillespie 






214.85 






4 


17. 


Bailey Hill 






219.78 






4 


18. 


Willard 






502.17 






- 11 


19. 


Twin Oaks 






560.07 






- 12 


20. 


Washington 






841.74 






- 18 


21, 


Magladry 






1,045.63 






- 23 


22. 


Coburg 






1,113.60 






- 24 


23. 


McCornack 






1,128.25 






- 24 
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lABLE 14. i\MOUNT OF PRINj\RY EDUCAT MJNAI. SPACE ()VKR OR UNDER THE DISITIICT 
NORM BY SCHOOL - ( Ranked from the most over to the most under) 
AND THE NUMIU'R OF STUDENTS WWlOl NEED TO BE TRANSFERRED TO 
EQUALIZE SPACE. (continued) 



SCHOOLS 


Difference of 

i imary Educational 

Space From District 
Norm 


Number of Needed Stud. 
Transfers to Equalize 
Educational Space 


OVER 


UNDER 


IN 


GUI' 


Elementary (Continue 


d) 








24 . Edgewood 

25. Howard 

26. Awbrey Park 
27* Santa Clara. 

28, Westmoreland 

29. Silver Len 

30. Fox Hollow 

31, Spring Creek 




1,443.96 

2,445.30 

2,810.49 

3,131.56 

3,380.15 

3,470.30 

3,760.27 

5,683.87 j 
1 




- 31 

- 53 

- 61 

- 69 

- 74 

- 76 

- 82 

- 125 



TOTAL 31,887.97 31. 88/. 87 + 694 - 694 



370 

o 

ERIC 



TABLE 14: AMOUNT OK PklM.\RY l-lJlJCATlONAl. SPACE OVER OK UMDER THE DISTRICT 
NORM BY SCHOOL - (Ranked I'rom llie mosl over to Che most under) 
AND THE NUMBER OF STUDENTS WHICH NEED TO BE TRANSFERRED TO 
EQUALIZE SPACE. (conLinucd) 





Difference of 
Pr imary Educat i onal 
Space From District 
Norm 


Number of Needed Stud. 
Transfers to Equalize 
Educational Space 


SCHOOLS 


OVER 


! UNDER 


IN 


OUT 


Junior Highs 










1. Jefferson 


6,529.49 




+ 156 




2. Roosevelt 




270.25 




6 


3 , Monroe 




361.73 




8 


4. Kelly 




412. 75 




- 10 


5. Cal Young 




-7 10 Q Q 

/ 1 J . oy 






6. Spencer Butte 




805.46 




- 19 


7. Kennedy 




1,148.01 




- 28 


8. Madison 




2.817. 14 




- 68 


TOTAL 


6 ,529.49 


6,529.23 


+ 156 


- 156 


Senior Highs 










1. Churchill 


9,486.38 




+ 214 




2. Action 


565.58 




+ 12 




3. Sheldon 




219.29 




4 


4. South Eugene 




2,699.22 




- 61 


i. North Eugene 




7.133.36 




- 161 


TOTAL 


10,051.96 


10.051.87 


+ 226 


- 226 



371 



